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fls one Goes 


1 


I met Jack Pugh at Skagway, 
Alaska. He was In the Customs 
Service. 
He 
was 
a 
retiring 
young fellow we used to josh 
considerably. 
Tl^e yeara went 
aionf and next I rar. across him 
at Juneau. At that time ho had 
advanced in Government ser­ 
vice and was Collector of Cus­ 
toms for Alaska. 
Jack had an 
aversion to water travel 
and 
rarely went aboard a vessel; he 
seemed to have a premonition a 
ship was no place for him to be 
So accepted by him was his belief 
he was out of place on a vessel 
we did not kid him about It, as 
he really looked at It as an '.'In­ 
dian sign." It was necessary for 
Collector Pugh to make inspec­ 
tions at Skagway and other ports 
after he took his advanced posi­ 
tion in the Customs Service at 
Juneau, and thus one October 
night found him a passenger on 
the Princess Sophia bound for 
headquarters at Juneau. 
The 
Princess 
Sophia 
sailed 
from 
Skagway at 10 o'clock and four 
hours afterward 
crashed onto 
Vandcrbilt Reef in Upper Lynn 
Canal. The Sophia began to list, 
almost immediately and yet re­ 
mained afloat until five o'clock 
in the afternoon and then slip­ 
ped off the rocks and sank. There 
were 313 passengers and crew on 
The Sophia and not a soul sur­ 
vived. It was a peculiar ending 
to a haunt that had hung over 
Jack Pugh al! those years—that 
not only did Jack Pugh's obses­ 
sion come to pass, but that he 
should die, as he ever feared he 
might, and in the greatest ma­ 
rine disaster that has occurred 
in the Northland. 


The Sophia's passengers knew 
for 15 hours they were doomed. 


The waters at Vandcrbilt Reel 
are intensely cold and the ocean 
there is many fathoms deep and 
the strain upon poor Jack Pugh, 
who was satisfied for years the 
sea was his enemy and would 
one day claim him, must have 
^^suffered mentally terrifically in 
W^hose terrifying hours that drag­ 
ged with feet of lead. I know the 
Vandcrbilt Reef waters for it was 
there The Associated Press As­ 
sociation a few years earlier than 
the sinking of the Princess So­ 
phia sent me in a big launch 
through a rough sea to cover the 
wreck of the sister ship of The 
Princess Sophia, the Canadian 
Pacific Liner, The Princess May, 
and on the same reef off which 
the Princess Sophia sllppjd into 
the North Pacific waters and 
Jack Pugh and 312 fellow pas­ 
sengers went to their deaths, a 
most eerie situation 
involving 
myself devloped. 


One of these days I will write 
the story. 


* KEEP BUYING VICTORY BONDS * 


Everyone who has been 
to 
Washington, D. C, and made the 
rounds knows about Harvey's 
Oyster House, as it was known 
in the long ago. It was a swank 
institution, but you had to be 
able to say you had been at Har­ 
vey's when you went home, or 
people would not have believed 
you had seen the Washington 
monument. 
At Harvey's they 
used to make a specialty of serv­ 
ing Chesapeake oysters on the 
half shell in gorgeous surround­ 
ings, they provided you with the 
proper condiment for the oysters 
- and they furnished you a doz­ 
en of them, served in cracked ice 
- and all yeni paid for the feast 
was 75 cents. Harvey's was lo­ 
cated at the foot of the Avenue. 
Last spring one night in San 
Francisco I dined at a Cafe and 
had a dozen oysters on the half 
.shell and a few salt crackers and 
the waiter brought up my high 
blood pressure when he knocked 
raj over with a check for $1.65. 
Thoughts 
of 
Harvey's 
were 
brought back to me the other 
evening when I read in the news­ 
paper 
the 
famous 
restaurant; 
which had been in the Harvey 
family'since 1829 had just been 
sold. 
At that. I bet there is a 
whale of a difference 
in the 
price of a dozen on the halt-shell 
oysters today and what they cost 
when I used to hang around 
Washington. 


* KEEP BUYING VICTORY BONOS * 


. I thought I had seen every- 
t#>.hl'.ig until I got to Minot, North 
W Dakota, and then I knew T had 
^ not. As a youthful nomad I hid 
been 
around. 
I 
had 
been 
through the mill and helped to 
skin'em and been skinned. I knew 
what the Raines Law in New 
York was - where you had lo buy 
a sandwich to get a drink on 
Sunday, but they never expect­ 
ed you to eat the sandwich, keep­ 
ing it for the next customer to 
use as an alibi meals were being 
served. One clay a patron of one 
of the places ate the saudwich 


RIDING CLUB 
MAY SPONSOR 
MAX BARBOUR 


Local Organization Is 
To Pass On Offer 
Tomorrow 


MANY AREFAVQR1NG IT 


Fine Klamath Falls 
String Of Horses-r1 
Steers Offered revt| 


Max Barbour, the .Oregon Ro­ 
deo man-who'has an excellent 
string of broncs and a herd of 
steers and -who lately importun­ 
ed Dr. E. C. Bennett to put on a 
Rodeo this spring at Bennett 
Stadium apparently is in full ac­ 
cord with suggestions a Rodeo 
be featured in Uklah within the 
next few weeks. He has gotten 
in touch with members of the 
Ukiah Riding Club and a num­ 
ber of leaders in that organiza­ 
tion are said to be favorable to 
holding a Rodeo, using the Bar­ 
bour stock with which to put the 
show on. 


To Meet Tomorrow. 
There is to be a meeting of the 
Riding Club tomorrow night and 
Mr. Barbour intends to be pres­ 
ent at the meeting and put his 
propositioin up to the Riding 
Club at that time. A year ago 
the Riding Club put on a track 
event and It proved to be exceed 
ingly successful. 


SENATOR GEORGE M. BIGGAR WILL 
BE CANDIDATE FOR RE-ELECTION 


Senator George M. Biggar has formally announc­ 
ed his candidacy for Senator from the counties of Lake 


and 
Mendocino. 
Senator Biggar made a modest an­ 
nouncement in which he stated he thought it best to de­ 
clare his intentions early so as to permit any others 


who 
might be intending to aspire to make up their 
minds and campaign. 
Senator Biggar stated he had 
done his best in the past and would continue to serve 


his constituents along the same line he had followed 
to the best of his ability. 
He made no boastful claims 
about what he had done, but simply said he had per­ 
formed his duty as he saw it and would let his record 
be judged by the people. 


and they had to close up, as they 
only had one sandwich in stock. 
And I was a past-master in 
knowing just how many taps to 
make on the door of a speak-oasy 
in Emporia, Kansas, but my eyes 
were opened when, as a newspa­ 
perman, I struck Minot, North 
Dakota, and saw the real Peru­ 
vian doughnut in methods em­ 
ployed to outwit enforcement of 
the local option law in that State. 
"Aunt Mamie" Kelly ran a room­ 
ing house and those in the know 
could get a bottle of beer from 
her, if they stood all right, for 
35 cents. The beer she sold you 
was always Ice cold but she never 
permitted you to see where it 
came from. 
When you went to 
knock 
over 
a 
bottle 
she 
ushered 
you 
into 
an 
or­ 
dinary 
bedroom 
and 
left 
you there. Then "Aunt Mamie" 
went away and pretty soon re­ 
turned with the bottle of beer. 
One could not discern where she 
kept her supply. "Aunt Mamie" 
used to be found in a sitting 
room as you came in. 
There 
were a few chairs, a table and 
an enormous trunk in the room 
—that was all, but, invariably, 
"Aunt Mamie" went to the sit­ 
ting room to get the beer and 
came back with it, always wet 
off the ice. There was no sign 
of an icebox about. One day her 
secret was discovered. 
The big 
trunk, always locked, told the 
talc. 
It was lined inside with 
tin and was filled with Ice and 
beer. In the bottom was a pipe 
that drained off the water from 
the ice. It connected up with a 
pipe that ran into the sewer and 
carried off the water from the 
melting ice, and any tip the en­ 
forcement officers might have 
been after. 


* KEEP BUYING VICTORY BONDS * 


Herb Caen, columnist of The 
Chronicle, just back from the 
War, sent along a friendly note 
the other day and I recently read 
the following in his column: 
The Misses Priest, Pastor and 
Pope all work on the fourth floor 
at I. Magnin's—and are known 
as 'The Trinity'." 
That is not 
bad, but let me tell you the cor­ 
rect story along that line. It hap­ 
pened many years ago in the 
New Mexico Senate Chamber. In 
those days politics were the real 
McCoy—there were no non-par­ 
tisanship 
monkeyshlnes. 
You 
were, or you weren't. 
A young 
woman, whose virtues were not 
above 100 percent, got a Job as 
a copy clerk through the Influ­ 
ence of her boy friend, and at 
that session he was named Pres­ 
ident of the Senate. He repre­ 
sented a border county in the 
Territory. On the occasion I am 
telling you about ihls gazelle was 
pretty-talking lo the President 
of the Senate and the Senate 
Chaplain. Albert B. Fall, then a 
State Senator, and an enemy of 
the Senate President who had 
gotten the gal her job, entered 
the floor of the Senate. He was 
a little high, having been out 
the 
night 
before 
with 
other 
members playing poker. 
When 
his eyes fell on the trio, he an­ 
alyzed their status: "That's a 
hell of a trinity—A Priest, Pres­ 
ident and Prostitute." 


CLOSED SHOP 
SEEMS WORST 
OF BARRIERS 


Little Difference In 
Demand And Offer 
Between Parties 


PMETINFSTILL ON 
Company Insists On 
Freedom To Work 


Mill Policy 


i 


fpet'lul 
C o r r « N p u i i i l e i i « ' 4 * or 'Die 
I ' r ^ B i 


FORT BRAGG, Feb. 4.—More 
than half a month has passed 
since the Unions went on strike 
against the lumber mills on the 
coast in this county and there 
does not appear to be any imme­ 
diate prospect of an ending of 
the controversy within the im­ 
mediate future. 


Both Sides Adamant. 
The Unionists arc Insisting on 
compliance with their demands 
which include a wage scale of 
$1.05 an hour, minimum pay, 
and a closed shop. 
The mill 
owners have offered 97'i cents 
an hour, but have refused to 
agree to the Closed Shop de 
mand. 


Pickets Arc Used 


BUS STATION 


The Greyhound Stages will 
be moved off the street short­ 
ly. A depot will be erected 
on the ground now occupied 
by the Rainbow Cafe on 
South State street and back 
of the station there will be 
space to park the stages. 
The action of the Company 
in taking its buses off the 
streets is an appreciated one. 


1'i 


MAY PROBABLE 
STOP PRACTICE 


Dynamiting Big Tim­ 
bers Is Dangerous, 
Council Thinks 


SHACKGARM WRECK 


A Hurtling Limb Hit 
. Two-Small Struct- 
i? < ures At Willits 


A POWER LINE 
OF HUGE SIZE 
WILL M BUILT 


Anderson Valley Will 
Get Voltage Of 60,- 
000, 
Probably 


STMSJUALMAGE 


Will Cut Through A 
Number Of Larger 
Sheep Ranches 


tfpct'litl 
C o r r r M i H i m l c m ' t ' o f Th* 
I'm.* 


ANDERSON VALLEY, Feb. 4.— 
Henry Brown, this valley's old- 
|est resident, passed away at his 
home in Philo January 29 at the 


REPUBUCANS REFUSING GOV. 
WARREN'S RADICAL PROJECTS 


Split, Which Will Bring Defeat To Non-Parti­ 
san Candidacy Of Executive, Has Already 
Become Beyond Patching Up 


The various mills in Mendocino | advanced age of 93. Final ser 
and Humboldt counties are still! vices were held at the Cannaar 
being picketed, with reports few 
men are passing the picket lines 
to work. There has been no vi­ 
olence during the strike. 
The Plants Involved. 


Mendocino coast mills affected 
by the strike are the Rockport 
Redwood Company at Rockport, 
the Union Lumber Company at 
Fort Bragg and the Caspar Lum­ 
ber Company at Caspar. 
Where Losses Occur. 


Referring to the manner in 


Funeral Home in Fort Bragg Fri­ 
day afternoon at two p.m. 
In­ 
terment was in the Mendocino 
cemetery. 
The 
family 
made 
Mendocino their home a long 
time. Of recent years Mr. and 
Mrs. 
Brown made their home in 
Philo, witli their son, Arnold 
Brown. Mr. Brown has suffered 
a heart ailment over a long per­ 
iod of time. 


Native Of Iowa. 
Henry Brown was born 
in 


which wages are provided strik- 
A m e f . 
November 8. 1852. 


ers, 
The Petaluma Argus says:!? 
1 3 boyhood was passed in An- 
"Here Is a good explanation of j 
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strike.manage to get along after 
their wages stop. 
An intimate 
case history has just been pre­ 
pared in cities where 180,000 
General Motors employes have 
been away from their jobs and 
payless since November 21. Wages 
totaling $80,000,000 have 
been 
lost during that time. How does 


The Remaining Family, 


He is survived by his wife, Mrs. 
Anna Brown, and two sons, Leslie 
Brown, of San Francisco, and 
Arnold Brown, of Philo, and a 
brother and two sisters, Ralph 
E. Brown, of Philo, Mrs. Stella 
Gowan, of San Francisco, and 
Mrs. 
Mary Lauchstedt, of Hono­ 
lulu. Sympathy of the commun- 
tho bereaved 


Press Want Ads always pay. 


the striking worker shelter and 
. . . 
feed his family, pay his bills and W 
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""ended 
provide for the future? 
Land-, family. 
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lords wait for their rent. There 
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nate food for strike kitchens, property was formerly owned by 
where strikers and their families Carl Prathcr. The house yacat- 
may eat, if they so desire. Few i 
A 
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t h c , nightman fnm y has 
do. 
Group life and health Insur- 
b 
e 
o 
n 
rented to Leslie Wilkin. 


ance premiums will be paid by 
the company, and the amount 


(Turn to Page Eight) 


BR1NGS..REVENUE 


The Lakeport City Council 
passed an ordinance taxing 
public 
card 
rooms, where 
draw poker is played. 
Thc 
license tax is $50 per month 
in advance and goes into ef­ 
fect February 1, 1D4G. 


PLANS MUCH EQUIPMENT 


FOR 
HIS LOCAL PLANT 


Francis Sanchez, at home on a 
30-day leavo, has been putting in 
his time improving the French- 
American Cleaners & Dyers plant 
in thc Sanchez building. A $2,500 
piece of machinery is due to ai'- 
rlvc any day and the interior ot 
his place of business has bceen 
undergoing a brightening up el 
the hands of local painters. Be­ 
fore leaving Mr. Sanchez hopes 
to have the plant in readiness 
for* his expected early return 
from Ohio, where he is in service, 
after which ho will assume the 
management of his business per­ 
sonally. 


There is such a shortage of 
dwellings in the valley there are 
always several applicants when 
a house is available. 


Inn Is Opened. 
"Track 
Inn" 
opened 
under 
new management February 1, 
when Sid Said and Val LaMastus 
took over from Mr. Rlckman, who 
had previously bought the place 
from Sid Said. 


Teacher Was Sick. 
Mrs. 
Beth Tuttlc substituted 
for Mrs. Jcanttte Stearns at In­ 
dian Creek school Wednesday 
and Thursday of last week and 
Mrs. 
Eugenia Zaue taught on 
Friday. 
Mrs. Stearns was con- 


(Turn to Page Five) 


>**rln|.Ci>vrcN|li>liflcnce off The P r e v 
jj.WILLITS, Feb. 4.—A queer in­ 
cident is reported from Wlllits 
last week which took place at the 
Castcel Sawmill and might have 
proven disastrous, but which, 
luckily, resulted In only minor 
jdamage and'no Injuries. It ap­ 
pears a mill crew had, for some 
time, been blasting logs in the 
vicinity of the plant, when they 
came upon logs too large to put 
through the saw. One morning 
last week Al. Havener placed a 
charge of dynamite In a big log 
and set it off. 
Instead of split­ 
ting the log, as was expected, a 
large chunk, about three feet 
long and a little more than a foot 
In diameter, broke off from the 
log and went flying through the 
air. It struck one of the boxcar 
hcu.?es alongside the 
railroad 
tracks, some 75 feet from where 
the log was lying. The bolt of 
wood tore through the other side 
of the box car. and then through 
thc back wall of a garage in the 
rear of Vertle Frost's residence 
on State street. 


Struck Family Garage. 
Mr. Frost was just going out to 
the garage to get his car when 
the bolt of wood struck the gar­ 
age doors from the inside, after 
bouncing off the top of the car. 
Mr. Frost was quite astonished, 
but unhurt, as the force of the 
blast was exhausted by the' time 
the big chunk of wood struck 
the garage doors and dropped 
..there. The net result was a hole 
in the "side of the box car and 
a smashed door on the same, a 
big hole In the Frost garage and 
a deep dent in the top of the 
Frost automobile. 


May End Practice. 
It is probable blasting of logs 
will be done in the woods in the 
future, as city authorities seem 
to think blasting is too danger­ 
ous to do where people are close 
by. Someone might be in front 
of a log and get badly hurt or 
killed. 
Certainly the force be­ 
hind this bolt of wood was strong 
enough to kill a man if he were 
unfortunate enough to be in the 
line of fire. 


It Carried Authority. 
The bolt of wood weighed 170 
pounds when put on a scale by 
city officials. 


Selling Commercial Hotel. 
A deal is pending for sale of 
the Commercial Hotel to parties 
from Vallejo. A deposit has been 
made and the sale will probably 
be completed this week, inter­ 
ested parties arc awaiting a re­ 
port from the Title Insurance 
Company at Ukiah. 
The hotel 
belongs to the Quarteronl estate 
and thc heirs are Louis and Hugo 
Quarteronl. The new owners in­ 
tend to invest several thousand 
dollars making alterations and 
improvements 
and 
eventually 
conduct It as a business. 
Sold By Ukiah Realtor. 
At present thc hotel is rented 
by 
the 
Northwestern 
Pacific 
Railroad aim is used to lodge its 
Mexican railroad hands. 
L. J. 
Younce, Ukiah realtor, is hand­ 
ling the transaction. 


On Enforced Layoff. 
Mr. and Mrs. Victor Springer 
were hei o from Eureka last week 
visiting 
i datives and 
friends. 


(Turn to Page Six) 


MRS. 
HARRY CARR IS 


DEAD - LONG W A S ILL 


NAMED MENDOCINOITES 
Governor Earl Warren has ap­ 
pointed Dr. Royal Scudder, of 
Fort Bragg, a trustee of the Men­ 
docino State Hospital. 
A. D. 
Spencer, of Wlllits, and Frank 
W. Reynolds, members of 
the 
State Forestry Board, and Chas. 
Kasch, of Ukiah, member of-the 
; Craig Marders, 


Services for Mrs. Willie M. 
Carr, wife of Harry Carr, of Uki­ 
ah, were held Monday from Ev- 
ersole Mortuary with Rev. Elbert 
Holland conducting the funeral 
rites. 
Following which the re­ 
mains were taken to Santa Rosa 
for inurnment. 
Mrs. Carr had 
lived all her life here. She was 
born in Capay, California. 
Her 
parents were Mr .and Mrs. Rob­ 
ert A. Marders, of Potter Valley, 
who were early pioneers. 
Mrs. 
Carr leaves a brother and sister, 
of San Francis- 


State Park Commission, were re­ 
appointed. 


AT ANGELA'S 


Lark Hodge, who with his bro­ 
ther operated Hodge Bros. Cafe 
before entering service, is now 
chef at Angela's Restaurant. 


co, and Mrs. Grace McCracken, 
also of the city. Mrs. Carr had 
been sick many years and had 
been tenderly cared for by her 
husband to whom the sympathy 
of everyone goes following thc 
loss of his understanding and 
loving helpmate, 


HpcHnl Cnrrmponnenr* of The Prrai 


SACRAMENTO, Feb. 4. — The 
latest dope about Attorney Gen­ 
eral Kenny's candidacy is he will 
make no announcement of his 
running for governor until af­ 
ter he returns from Washington 
about 
Washington's 
birthday, 
Filings for governor and other 
offices at the general primary 
election in June open March 6 
and close March 26. 


Fighting For State Case. 
General Kenny is now in Wash­ 
ington to lead the fight before 
the senate judiciary committee 
for approval of a resolution, giv­ 
ing California and other coastal 
states the right to retain their 
tidelands. The Federal govern­ 
ment has filed a test suit to keep 
these tidelands, which, to Cali­ 
fornia, alone, are worth billions 
in oil rights. 


Is Ready To Go. 
But, anyway, General Kcnney 
is all set to go for governor (just 
as The Republican Press has said 
right along). 
The Democratic 
leaders are now in the process of 
setting the stage to draft him. 
Resolutions are being adopted by 
Democratic county central com­ 
mittees and Democratic clubs all 
over the state, endorsing General 
Kenny for governor and formal­ 
ly requesting him to run. At the 
proper time his announcement 
will be made. 


Wait For Right Time. 
Timing is everything in politics 
as you know and General Kenny 
wants to wait until after the 
legislature adjourns its special 
session probably about the mid­ 
dle of the month. Then General 
Kenny can blast Governor War­ 
ren and the legislature for "do­ 
ing nothing" to meet the jtate's 
critical problems in the postwar. 
Is Termed Radical. 
Incidentally—and not so in­ 
cidentally, 
either — Governor 
Warren Is being pushed around 
in every direction at Sacramento 
by the legislature and the pres­ 
sure groups, representing busi­ 
ness and agricultural interests 
for the most part, who normally 
would be lor him. They think 
he has drifted far over to the 
left, even if it's only for political 
expediency during an election 
year when he's going to seek re­ 
election. 


His Own Party Sore. 
Most of the legislative opposi­ 
tion, strange to say, is coming 
from the boys in Governor War­ 
ren's 
own 
Repuplican 
party. 
They have consistently 
voted 
against some of his major legis­ 
lation, and he's plenty bumed- 
up about it, but can do nothing. 
The trouble with Governor War­ 
ren is he has never given the 
members of the legislature any 
consideration 
In 
making 
ap­ 
pointments in their home coun­ 
ties, or consulted them about 
legislation or anything and they 
just refuse to be rubber stamps 
for him. 


Only Being Snubbed. 
Governor Warren is not hated 
by the legislators. He's just be 
ing ignored and given the silent 
treatment. No governor — not 
even Olson—in many years has 
been pushed around like Earl 
Warren has been. And he's got 
to take it-^and like It. But he 
still is depending on "the people 
to support him. It's obvious he's 
going crying to the people via the 
radio that the legislature Is to 
blame for not solving the state's 
problems — that they wouldn't 
give support to his program. 
Whether he will get anywhere 
with this sort of political guff is 
a question. As they say, you can 
fool some of the people some of, 
thc time, but you can't fool 'em 
all of the time. No, siree. 
Colonel Carlson Out. 
Colonel Evans Carlson, famed 
Marine and commander of the 
Carlson Raiders In the recent 
war, has had to give up the idea 
of running for United States 
Senator because of ill health. He 
is seriously ill at his home in 
Escondido, San Diego county. He 
was thc Democrats' best bet for 
the job and Bob Kenny and in­ 
fluential party leaders were be­ 
hind him. Howevert his health 
will not permit him to make the 
strenuous campaign that would 
be required. 


Publisher Is Out. 
Also withdrawing as a prospec­ 
tive candidate for senator in thc 
last week is Manchester Boddy, 
publisher of the Los Angeles Dai­ 
ly News, which has been support­ 
ing the Democratic administra­ 
tion in Washington. 
Mr. Bod- 
dy's son, just back from the war, 
is understood to have been re­ 
sponsible for his father deciding 
he better stay on thc job running 


COLD WEATHER 
HAS DONE THE 


Late Spell,Will Not, 
Cause Any Damage 
1 
' 
Hereabouts 


LAMBS JBENBT HURT 


Snow On Hills Mean 
More Water For 
The Summer 


Special CorreMpomleiio * of Tito l*rt*»n 


POTTER VALLEY, Feb. 4.—Mr. 
and Mrs. Joe Raymond, from 
Clover Valley near Upper Lake, 
were here Wednesday evening 
and visited at the Bruce Walker 
home. 
They stated Mrs. Ray­ 
mond's daughter, Annls Rose, is 
now employed in a hospital at 
Bakersfleld. Also that Dick Bas- 
,;ett, who has been working with 
Mr. Raymond in coyote control 
work, has now been transferred 
to Colusa county. 


Mr. and Mrs. Walter Brown, of 
Kelseyville, were recent 
after­ 
noon guests at the home of Mr. 
and Mrs. Clyde Graves. 
Mrs. 
Brown is an aunt of Mr. Graves. 
Back To Dinuba. 
Mr. and Mrs. Don Eddie, who 
were here to vLsit their parents, 
Mr. and Mrs. Taylor Eddie and 
Mr. and Mrs. Scott Clark, left 
Friday to return to their home at 
Dinuba. 
They planned to visit 
Los Angeles and 
other 
points 
along the coast before returning. 
Mr. Eddie has just-been released 
from U. S. service at Guam. 
Helping At Store. 
Miss Grace Sweeney, former 
bookkeeper in the Potter Valley 
Store, has been helping out in the 
store the past few days while the 
manager, Earl Pickle, is ill with 
the measles. 


Mr. and Mrs. L. E. Humphrey, 
of the Circle X ranch on Eel 
river, were shopping in Ukiah 
Friday. The Humphreys bought 
the place about a year ago. 
Go To Chico. 
Mr. and Mrs. George Haswell 
are moving to Paradise, near 
Chico, to live. 
They recently 
bought a home there. The Has- 
weils have been living in the 
large house on the Dr. Murphy 
place since they sold their home 
here a couple of years ago. 
Attended Church Meeting. 
The Young Peoples' Group of 
the local church had a meeting 
Sunday evening and 'quite a 
(Turn to Page Five) 


a newspaper, instead of running 
around the state campaigning. 
Will Rogers Boomed. 
Now the fair-haired boy in the 
Democratic camp for Senator is 
the youthful Will Rogers, Jr., a 
clean-cut youngster of 34, just 
out of the Army. He was In the 
Army in 1942 when elected to 
Congress 
from 
Beverly 
Hills, 
where he and his brother rurt a 
newspaper. 
Later .ie quit his 
Congressional 
seat 
and 
went 
back to the Army and asked for 
assignment overseas so he could 
see some action. He saw plenty 
and got wounded and has the 
Purple Heart medal. 


Can Beat Knowland. 
He was In San Francisco over 
the weekend and talked to a lot 
of 
the 
Democratic 
politicians 
there. 
They think he's got a 
swell chance to defeat Bill Know- 
land, the reactionary Republi­ 
can and son of Joe Knowland, 
Oakland 
Tribune 
publisher, 
whom Governor Warren named 
to replace the late Hiram John­ 
son. Young Knowland was also 
in thc Army but had a desk job 
most of the time in England. 
He Is Capable. 
Will Rogers, Jr., who looks very 
much like his clad, the late hu­ 
morist, has a lot on the ball. He 
reminds one very much of his 
father and has many of his fa 
ther's characteristics and much 
of his personality. He says ho is 
"seriously considering" the Sen 
ate seat. Only other Democratic 
candidate in the race for Senator 
is Ellis Patterson, former lieuten 
ant governor under Olson, and 
who now fs holding down Rog­ 
ers' seat in Congress. Patterson 
is a political opportunist, and 
chances are he will end up run 
ning for re-election to Congress 
so Rogers can go lor the senate. 


SEES OPENING 
OF PLANT SOON 


Preparations For Con­ 
struction Of Saw­ 
mill Started 


ERECTORJW GROUND 


AJ Ri Manley, Alame- 
icbta^Reacfces Covelo 
o,eFo>Supervise Job 


•Uraelnl C«rr«»i>»noeno« mt Tha PrcH 


• COVELO, Feb. «.—Mr. and Mrs. 
Robert Buhrer, of San Francis­ 
co,' and Ernest Buhrer, of San­ 
ta Rosa, recently discharged from 
Service, passed the weekend at 
the Ernest Banks home. 
Mrs. 
Buhrer was the former Ernestine 
Banks. • 


John Banks,a Navy boy sta­ 
tioned at Mare Island, is passing 
a 10-day furlough with his wife 
and other relatives here. 
Arc In Ukiah. 
Mr. and Mrs. Lou English arc 
enjoying a few days at the home 
of their daughter, Mrs. Everett 
Goforth, and family at Uklah 
this week. 


Are Coming; Here. 
Mr. and Mrs. A. L. Dresback, 
of San Jose are moving to their 
new home here. Mr. Dresback 
recently purchased 
the 
ranch 
home of Dan English on East 
Lane. 


All Are Better. 


Darwin, the six-year-old son 
of Mr. and Mrs. Grover Vann, 
was released from Howard Mem­ 
orial Hospital and returned to 
his home here, much Improved, 
as is also Lawrence Hurt and 
Clarence Brown, who returned 
to their homes Saturday. 
Soon To Leave. 


Rev. Roger Perkins, of Santa 
Rosa, and his brother-in-law, 
Philip Hezmalhalch, of Sacra­ 
mento flew to Covelo Thursday 
and visited Rev. Perkins' mother 
and sister, Mrs. Chas. Lovell and 
Mrs. 
Cecil Williamson and fami- 
ilies a few hours. Mr. and Mrs. 
Lovell, Mr. and Mrs. Cecil Wil­ 
liamson and Rev. Hodge took 
turns flying over the valley with 
Roger before the plane depart­ 
ed. Mr. Perklhs plaits oh leaving 
lng for South America thc lat­ 
ter part of February where he 
and his wife will take up mis­ 
sionary work among natives in 
Brazlll. 


Held Installation. • 


Covelo Lodge No. 231, F. & A; 
M., held a special meeting Sat­ 
urday night for installation of 
officers for the ensuing year. A 
dinner of roast pork and all its 
trimmings, cooked as usual by 
our ever congenial chef, Chas. 
Lovell, preceded the installation. 
The new officers are as follows: 
John 
Rohrbough, 
Worshipful 
Master; Byron Hurt, Sr. Warden; 
Robert Sharp, Jr. Warden; Frank 
Hagne, Sr. Deacon; Chas. Eng­ 
lish, Jr. Deacon; Lester Fitzhugh, 
Treasurer; Grant Winters, Sec­ 
retary; Archie Moore, Chaplain;; 
Leslie Conner, Sr. Steward; Gro­ 
ver Hurt, Jr. Steward, and Will 
Rhoads, Tyler. At the close of 
the meeting Pinochle was enjoy­ 
ed until a late hour, by those who 
did not care to attend the March 
of Dimes dance. 


Were At Hospital.' 
Mr. and Mrs. Byron Hurt were 
called to San Francisco Saturday 
to be with their son's family, 
while he was. In "the hospital re­ 
ceiving treatment, fpV an Injury 
which we are .glad to report was 
not serious. 


Had Bridal Shower. 
A bridal shower, given at Ho­ 
tel Covelo Saturday 
afternoon 
was well attended, there being 
about 60 present and many who 
could not attend sent gifts. A 
nice program preceded -opening 
of gifts, included: duet,, Eunice 
Jamison and Lois Hurt, accom- 
(Turn to Page Three) 


HERE FROM OREGON 


Father Urban Rlordan who 
last week came down from Rose- 
burg, Oregon, aocompanied Fa­ 
ther Finnlan Carroll, who was 
called to the Mendocino coast 
last week, both returning later to 
Ukialv where Father 
Rlordan 
was happy to greet many .former 
friends he has in this. city. 
• 


LIDO HOTEL BUILDING 


REMODELING FINISHED 


^Contractor Harpld La Porte has 
just completed an extensive re­ 
modeling which has been going 
on several weeks of The Lido Ho­ 
tel on East Prklns street. 
The 
work 
of 
the „ contractor 
has 
brought about a transformation 
and, just as quickly as the pain­ 
ters complete their, work Pete 
Galll will provide much new 
equipment for his hostelry,, 
_ 
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STRONG WORDS, BUT TRUE 


IN A BLISTERING ATTACK on Governor 
Earl Warren's asserted leftist policies, and 
the program which h«» has proposed at 
the present special session of the State Leg­ 
islature, Earl Lee Kelly, prospective G O P 
candidate for Governor, charged that "The 
tragedy of the Warren Administration is 
that it so closely resembles the Olson Ad­ 
ministration which preceded it that there 
is hardly any distinction." 


Indicating the lines are drawn, and 
that Governor Warren will face a stiff bat­ 
tle to become the Republican 
nominee 
again, Mr. Kelly declared: 


"I think w e need a iic.v 
Republican 
nominee for Governo.-'o' California — a 
party leader w h o is proud o f hi? party a n d 
who w i l l riive the conservative people of 
this State the leadership they are d e m a n d ­ 


ing. 
, 


Spedlarig before the Monterey Ponin-' 
sula Republican Women's Club at Pa­ 
cific Grove, Mr. Kelly characterized Gov­ 
ernor Warren's State Reconstruction and 
Re-employment Commission as "a po­ 
litical agency to appease the leftists and 
curry favor with the pseudo 
liberals" 
asserting the Commission's 
recommen­ 
dations "read like the agenda of the CIO 
Political Action Committee" — and called 
upon the Legislature either to abolish 
the Commission outright, or demand re­ 
moval of its director. "The Commission 
has spent more than $ 3 0 0 , 0 0 0 , " 
said 
Mr. Kelly, "and has not made a single 
worthwhile contribution to either recon­ 
struction or re-employment." 


Mr. Kelly also vigorously 
condemned 
Governor Warren's proposed "Full Em­ 
ployment legislation as another step to­ 
w a r d a regimented economy, and as­ 


serted: " W e went through a tragic world 
w a r because w e were deluded into fol­ 
lowing a policy of appeasement. 
W e 
found out w e couldn't do business with 
Hitler — and it's about time w e found 
out w e can't do business with the Com­ 
munists and leftists w h o are determined 
to destroy our w a y of life." 


Continued 
Mr. Kelly: 
"We 
now have the shameful 
spec­ 
tacle of our Republican 
State 
Administration 
trying 
to out- 
deal the New Dealers by seek­ 
ing enactment 
of a 
sick-pay 
law, similar to the 
discredited 
.Rhode (Island 
Plan, 
which 
would ihvite sick-leave 
racket­ 
eering, malingering 
and absen- 
SOetdism and go far toward 
mak­ 
ing this State the charity 
ward 
of the Nation. 
Let's not 
delude 
ourselves 
about 
this 
legisla­ 
tion. 
It masquerades 
as hu­ 
manitarian 
legislation, 
but it 
is part and parcel of the 'some­ 
thing for nothing' 
philosophy 
which came in with the New 
Deal." 


Mr. Kelly pointed out that, while the 
incidence of illness normally is high in 
winter a n d low in summer, in Rhode 
island — the only State with a sick-pay 
law — medical tables have been re­ 
versed "and sickness benefits paid cut 
by the State more than double during 
the popular vacation months of sum­ 
mer." 


IT WON'T WORK OUT 


THE GOVERNMENT'S PROMISE to pro­ 
vide jobs for all is nothing more than a 
plan to continue spending borrowed mon­ 
ey a n d adding to its debt., charges John T. 
Flynn, writing in The Reader's Digest for 
February. 
Behind all the "pretentious sci­ 
entific 
jargon and gaudy 
slogans," the 
government's security proposal is seen as 
an effective political weapon in the hands 
of those w h o spend. 
Its endless use is 
planned, the author says, and for this pur­ 
pose the catchy 
slogan of 
"60,000,000 
jobs" has been invented. 
But he warns 
that "any additions to the vast unproduc­ 
tive debt of the country will bring 
down 
upon us an inflation which will eat a w a y 
from one-quarter to three-quarters of the 
insurance 
and savings 
security 
already 
built up by the people." 


Explaining that the wages for govern­ 
ment-provided 
jobs must come from the 
profits of "Joe Doakes' peanut stand, Cy 
Perkins' farm, and every factory," the ar­ 
ticle holds that the government will be un­ 
able to get the funds necessary to guaran­ 
tee full employment because the taxpayers 
won't stand for it. 
"It will have to turn, 
therefore, to endless public borrowing. This 


means endless dipping by the government 
into the savings of the people." 


Almost all of these savings have been 
swallowed by the government in the last 
12 years, Mr. Flynn states, in creating jobs 
and in fighting a war. 
Conceding 
that 
savings in banks and insurance companies 
are the highest in history, he points out that 
in our mutual savings banks 
"practically 
every dollar deposited in the last 10 years 
has been loaned to the government. 
And 
the same is true of the life insurance com­ 
panies." 
With these savings now frozen 
in the obligations of government, the pro­ 
cess of unfreezing 
this vast sterile 
debt 
constitutes one of the greatest problems of 
this generation. 


By fixing on the standard of sixty mil­ 
lion jobs—"a figure arrived at by guess­ 
work," the author observes—the 
govern­ 
ment assures itself of always having a sta­ 
tistical unemployment and hence the per­ 
petual necessity to spend. 


" W e can have full employment in A m ­ 


erica," Mr. Flynn states, "but only by do­ 


ing w h a t the champions of state-made 


jobs refuse to consider—by buildng up 


the strength of our productive system." 


MAY ELIMINATE CROSS-FILING 


A N INITIATIVE PROPOSITION proposed ' 
by n group of Democrats to prohibit "cross- 
1 


f i l i n g " in primary 
elections ,in' California 
w a s a p p r o v e d for signature last week by 


L. McNutt, chairman of the Los Angeles 
County Democratic Central Committee and 
ether prominent Democrats. 


,lt ii noticeable the Democrats did not 


KEEPING OUR AMERICA GREEN Sidelights of Sadness 


Being Incidents connected with.California's s t a t e Prisons 
a s observed by A. R. O'BrlerF, editor of T h e R e p u b ­ 
lican Press, while chairman of t h e S t a t e 
Board of Prisons of California 


keeping America treen ii in industrial and elvle objec­ 
tive that Is sweeping through the forest states of the nation. 


Thirteen states are now enlisted in a "keep green" move- 
merit, designed to keep Are out of the woods and off the 
ranges. Ten of these states Joined the program during 1945 
and eight more are expected to inltinte similar plans early 
in 1946. 
• 
Starting In Washington state a few jrear« »K> under 
the slogan "Keep Washington Green", the program is based 
upon recognition that Are is forest enemy No. 1, and that the. 


chief cause of forest Ores is man's carelessness. A quarter 
of them are started by careless cigarette smokers alone.' 


Today, Oregon, Montana, Minnesota, 
Virginia, 
North 
Carolina,. Mississippi, Maine, New Hampshire, 
Vermont, 
Massachusetts, Connecticut and Rhode Island have similar 
programs In efTcct, enlisting the joint efforts of stato for­ 
estry departments, industry, farmers, labor, women's clubs 
«nd other civic groups who understand the fact that efforts 
of owners of forest lands to produce trees for f uturo supplies 
. can be nullified by fire. 


SANTA ROSA TO GET 


MORE ELECTRIC POWER 


T o m e e t t h e d e m a n d for elec­ 
tric power c r e a t e d by t h e rapid 
g r o w t h of S a n t a R o s a a n d o t h e r 
S o n o m a 
c o u n t y 
c o m m u n i t i e s , 
Pacific G a s & Electric C o m p a n y 
p l a n s to s p e n d $1,752,000 In e n ­ 
l a r g i n g a n d e x t e n d i n g 
its d i s ­ 
t r i b u t i o n 
facilities In t h i s 
a r e a . 
T h e 
proposed 
c o n s t r u c t i o n 
will 
m o r e t h a n double t h e power c a ­ 
pacity. 


SEEK G O O D 
H O M E 


FOR 2 C H O W 
DOGS 


Mrs. 
F r e d 
T h o m a s , 
of 
T h e 
M a n n r a n c h , h a s two Chow doss, 
males, s h e wishes t o g e t good 
h o m e s for. 
T h e a n i m a l s a r ? 
a b o u t a y e a r old a n d will be giv- 
en a n y o n e w h o will properly c a r e 
for o n e o r both. If you a r e i n t e r ­ 
ested, call T h e M a n n r a n c h a n d 
get i n t o u c h w i t h Mrs. T h o m a s . 


w h e n a I 


w i t h 
s a t i s f a c t o r y 
p a t r o n a g e . 


It is a r a r e 
occasion 
R e p u b l i c a n 
P r e s s 
W a n tad 
fails 
to m e e t with satisfactory 
r c s u l ^ 
t h e first 
insertion. 


Miss 
K a t h l e e n 
T h u r s t o n , 
d a u g h t e r of t h e late Editor a n d 
Mrs. 
E. P. T h u r s t o n of 
Ukiah, 
w a s m a r r i e d recently a t Fresno. 


T h e 
Cyrson 
A p a r t m e n t s 
a t 
U k i a h a r e to p u t on 
a d d i t i o n s 
a n d erect m o r e garages. 


Dr. R. B . Toller, former S u p e r ­ 
i n t e n d e n t of t h e S t a t e Hospital, 
T a l m a g e , h a s gone to S t o c k t o n , 
to t a k e c h a r g e of t h e S t a t e H o s ­ 
pital 
t h e r e . 


Unionists a t F o r t B r a g g a r e 
p u t t i n g o n a benefit d a n c e to a s ­ 
sist t h e m e n o u t o n strike. 


A 
t h r e a t e n e d 
ejection 
of 
a 
t e n a n t a t U k i a h . if p a y m e n t of 
double r e n t is n o t m a d e , is to be 
investigated by t h e OPA. 


R i d i n g bicycles on t h e sidewalk 
a t F o r t B r a g g a n d u s i n g bicycles 
w i t h o u t lights a r e bringing fines. 


Covelo'.s n a w r e s t a u r a n t is r e ­ 
p o r t e d being well 
p a t r o n i z e d . 


O n e 
of 
M e n d o c i n o 
c o u n t y ' s 
l a r g e r r a n c h e s Is a b o u t to c h a n g e 
o w n e r s h i p . 


Rosa Memorial P a r k , a t F o r t 
Bragg, is credited with being o n e 
of 
t h e 
best 
m a i n t a i n e d c e m e ­ 
teries in t h e S t a t e . 


R u m o r s of a queer 
p u r c h a s e 
of public e q u i p m e n t a r e r e p o r t ­ 
ed. 


Acid Indigestion 


Relieved in 5 minutes o r 
double your money back 


Whan wees* •tomach acltl c«mes lulnful. suffocat- • 
lng cas, sour itomach and heartburn, docton usually ! 
prescribe the f«t*at-acting 
medicines known for | 
iraptopatjc r«Ue*—medbdoos Ilka tho*6 in B«U-*og 
Tiweti. No laxative. Bnll-ani bring*, comfort In a 
Jiffy or double your money back on return of bottle 
to ui. 26o it eil drunliti. 
, 


BRIDGE REVENUE IS 


S H O W I N G NICE G A I N 


G o l d e n G a t e B r i d g e 
r e v e n u e s 
r e a c h e d a n a l l - t i m e h i g h of $2,- 
710,710.45 for t h e 1944-45 
fiscal 
year. 
A total of 4,783,654 m o t o r ­ 
ists c r o w e d t h e bridge. 


DR. P. H. JOSEPH 
Optometrist 


Ukiah 
Phone 24 


Adtertitsm$nt 


From where I sit... 
Joe Marsh. 


Sam Hackney 
has a trade mark 


THE SAGA OF AN 
ERSTWHILE 
KILLER 


S i n c e Clinton Duffy w a s placed 
In c h a r g e of S a n Q u e n t l n prison 
by G o v e r n o r C. L. Olson, after Mr. 
Duffy 
h a d 
worked 
w i t h 
J o h n 
G e e Clark, o n e t i m e m e m b e r of 
t h e S t a t e P a r o l e B o a r d , to b r i n g 
a b o u t dismissal of t h e R e p u b l i ­ 
c a n Prison Board, every conceiv­ 
able iimethod of escaping 
from 
Ban! Q u e n t l n 
; h a s been 
sticcess- 
hiMyr effected:-! C o n v i c t s 
w e n t 
\tver t h e wall, walked of f t h e r e s ­ 
e r v a t i o n fend; paid t h e i r fare over 
t h e RiehnKond^fflart QtfentUV fer­ 
ry, to freedom, s t o l e g u a r d s ' c a r s 
a n d m a d a 
t h e i r g e t - a w a y a n d , 
even a l t e r e d ' t h e P r i s o n records, 
r i g h t u n d e r t h e nose of W a r d e n 
Duffy 
a n d 
w r o t e 
t h e i r 
o w n 
' d e a t h n o t i c e " on S a n Q u e n t l n 
s t a t i o n e r y . N e w s p a p e r s were t h e 
first t o let t h e people know t h e 
d e t a i l s of t h e latest m o s t c a r e ­ 
less m a n n e r In w h i c h o n e of S a n 
Q u e n t i n ' s 
d e s p e r a t e 
m u r d e r e r s 
o u t - s m a r t e d prison officials. Wil­ 
b u r S t r e e t e r , h o l d - u p a n d m u r ­ 
d e r e r n o w s o u g h t by t h e S t a t e of 
Ohio for a n u n p u n i s h e d 
killing, 
h a d been s e n t to S a n Q u e n t l n 
for a t a v e r n h o l d - u p in w h i c h h e 
stole 
$4400 a n d w h o , w h e n h e 
was a p p r e h e n d e d by N e v a d a of­ 
ficers a t R e n o , h a d a m a c h i n e - 
gun, two a u t o m a t i c s a n d t h r e e 
h a n d g r e n a d e s in h i s possession, 
w a s n o t assigned to s o m e prison 
j o b In w h i c h h e would be safe 
from m a k i n g a n escape, a s a n y 
sensible 
W a r d e n 
would 
h a v e 
m a d e it c e r t a i n h2 was, w h e n Mr. 
S t r e e t e r w a s checked in. O n t h e 
c o n t r a r y W a r d e n Clinton 
Duffy 
p u t Wilbur S t r e e t e r in o n e of t h e 
m o s t carefully guarded, from c o n ­ 
victs, positions inside t h e walls 
— A c t u a l l y m a k i n g Wilbur S t r e e ­ 
t e r a file clerk in t h e a d m i n i s ­ 
t r a t i o n building a n d giving h i m 
o p p o r t u n i t y to forge S a n Q u e n t l n 
prison records, which Mr. S t r e e t ­ 
er proceeded, a t once, to do. T h e n 
Warden.-Duffy^ajid 
S t a t e Prison 
Director M c G e e a d o p t e d a s h u s h , 
s h u s h 
policy a n d d u m m i e d 
u p 
a b o u t t h e escape. 
Mr. S t r e e t e r 
a p p a r e n t l y 
utilized h i s position 
a s a clerk t o aid h i s escape D e ­ 
c e m b e r 26 a n d to "free" himself 
from a m u r d e r i n d i c t m e n t p e n d ­ 
ing i n Ohio. 
Prison 
a u t h o r i t i e s 
do 
n o t 
k n o w 
h o w 
I n m a t e 
S t r e e t e r , w h o once served 
t i m e 
a s a forger, effected h i s escape 
from t h e prison. 
His card h a d 
b?en 
removed from t h e prisoners' 


Before Sam Hackney got suc­ 
cessful, his wife used to make his 
bow ties for him. They camo out an 
Inch longer than average — and 
Sam came in for a lot of ribbing. 
But he only smiled and took it. 


Of course, Sam doesn't need to 
economize now; he's one of the best 
real estate men in the country. But 
he still wears those long bow ties. 
Prospective customers may not re­ 
member his name or his face, but 
the minute they see Sam, they say, 
^That's the feller!" 


The bow ties work like a trade 
mark — something to remember 
and identify. 


And Sam has another trade mark, 


too: 
the glass of beer ho buys his 
client after every deal is settled. 
Sure, it's a friendly g e s t u r e . . . but 
more than that, it reminds Sam's 
clients that he's a man of modera­ 
tion and good taste—dependable 
and temperate. Sam's no fool!. 


Copyright, 1946, United Statu Brewers Foundation 


the After noy General's office, 
if placed ' oppose "cross-filing" when they were in j 


on the ballot and approved; it 
1 would'pro­ 
hibit candidates for State and Congression­ 
al offices from, seeking the nomination of 
more than one party. 
It also would re­ 
quire a candidate be p member of the par­ 
ty whose nomination he seeks for at least 
one year. 
To qualify for the November 
election ballot, the proposition will 
have 
to be backed by signatures of 
178,764 
registered voters, filed by June 7. 


Sponsors of the initiative include Rollin 


the minority in California. 
N o w that the j 
State is overwhelmingly 
Democratic, the 
Democrats get into action. 
Nevertheless, 
the, move is a good one. Two parties are al­ 
ways Ipest and permitting a man to run on 
two tickets has worked, decidedly, to the 
worst interests of the taxpayers of Califor­ 
nia since inception of the practice. 
Cross- 
filing elimination cannot come too speed­ 
ily, regardless of which 
party fathers a 
fight on the practice. 


THAT LITTLE GAME" 
FEELING MISERABLE 


T h e F o r t B r a g g Timberwolve.s, 
t h e h i g h school basketball 
five, 
h a s a n u n b e a t e n record so far. 


If you fall to read T h e R e p u b - 
licen P r e s s you will n o t get nil 
of t h e n e w s of M e n d o c i n o c o u n ­ 
ty. 


T h e S o u t h w o r t h Redwood 
t a v ­ 
ern, n e a r Calpella, will soon o p ­ 
en a n d will be o n e of t h e best on 
R e d w o o d 
H i g h w a y . 


D r u n k e n 
drivers 
a r e 
being 
m a d e a n e x a m p l e of on t h e coa.st 
by vigorous activity of t h e Traf­ 
fic 
Officers, 


T h e 
Coast 
G u a r d 
ha.s c o m - j 
m e n d e d 
t h e Noyo 
fishing 
fleet . 
for its c o - o p e r a t i o n In s e a e m - j 
ergencies. 


Mrs. 
H e n r y 
M a r y 
Cooney, 
a 
venerable 
F o r t 
Bragg 
w o m a n , 
died last week. 


S e n a t o r 
Oeorge M. Biggar Is 
m a k i n g a d e t e r m i n e d 
effort 
to 
oppose t h e proposed 
c h a n g e in 
t h e t r o u t fishing law. 


Chief Nell A n k e r is m a k i n g a 
decided h i t as h e a d of t h e U k i ­ 
a h Fire D e p a r t m e n t , 
b o t h 
with 
t h e m e n a n d t h e citizens a t t h e 
countyseat. 


Work o n t h e P u r i t y S t o r e s n e w 
Structure 
will 
.start 
s h o r t l y 
a t 
Ukiah. 


R. H. S m a l l has. been given a 
franchise 
to 
distribute 
b u t a n e 
gas to residents of Fort 
B r a g g 
a n d 
vicinity. 


A t t e n d a n c e a t t h e Citrus Fair 
a t Cloverdale will be largo 
from 
M e n d o c i n o 
county. 


t\iv,s\V.l 
\ 


Dr. R. A. S c u d d e r . h e a d of t h e 
Redwood 
Coast 
Hospital, 
h a s 
b e e n m i m e d o n t h e M e n d o c i n o 
S t a t e Hospital B o a r d of M a n a g ­ 
ers. 


Tlva Shoreline Nursery Is o p e n ­ 
ing a retail floral s h o p n e a r F o r t 
Bragg. 


T h e M e n d o c i n o Coast F r o n t i e r 
s p o r t s m e n n r e to m e e t a t Wil- 
lit°, a n d a p p r o v e or 
d i s a p p r o v e 
g a m e conditions existing. 


T h e M a r c h of 
Dimes 
in 
all 
p a r t s of t h e county, w e n t 
over 
well. 


M u c h clothing for t h e d i s t r e s s ­ 
ed 
of E u r o p e 
was d o n a t e d 
a t 
U k i a h . 


N o r m a n S t o r n e t t a , son of Mrs. 
Dewey S t o r n e t t a , of P o i n t 
A r e ­ 
n a , h n s enlisted in t h e Navy. 


Business hous? const ruction a t 
Boonville Is s h o w i n g a n Increase. 


T h e S t a g e service to Williams 
from 
F o r t 
B r a g g , 
s t a r t e d 
by 
M e n d o c i n o 
T r a n s i t , Is 
m e e t i n g 


c a r d rack a t t h e m a i n gate and 
his a b s e n c e w a s n o t discovered 
until h o u r s later. All t h a t is det- 
inite Is h e w a s missing since 
c h e c k u p 
t i m e 
t h e 
d a y 
alter 
C h r i s t m a s , a n d so h a v e all hi; 
records. 


A b o u t t h e s a m e time, a letter 
r e a c h e d t h e District Attorney a: 
P o r t s m o u t h , Ohio — where 
Con­ 
vict S t r e e t e r Is u n d e r indictment, 
for 
m u r d e r — a n n o u n c i n g 
the 
convict's " d e a t h " from 
tubercu­ 
losis In S a n Q u e n t l n . 


T h e l e t t e r w a s s e n t from the 
A d m i n i s t r a t i o n 
building a t San 
Q u e n t l n 
a n d 
w a s 
purportedly 
sighed 
by W a r d 
Estelle, 
parole 
a n d classification 
officer. 


; Officials a t S a n Q u e n t l n l e a r n ­ 
ed a b o u t t h e letter w h e n t h e Dis­ 
trict 
A t t o r n e y 
a t 
P o r t s m o u t h , 
s e n t 
a 
r o u t i n e 
acknowledge­ 
m e n t . 
W a r d e n Duffy, in his us­ 
u a l 
b u c k - p a s s i n g 
m a n n e r , 
told 
n e w s p a p e r s h e " w a s awaiting a 
c o m p l e t e copy of t h e d e a t h a n ­ 
n o u n c e m e n t " i n a n a t t e m p t t > 
trace its a u t h o r s h i p . T h e a u t h ­ 
orities a t P o r t s m o u t h h a d pre­ 
viously placed a " h o l d " 
against- 
Wilbur S t r e e t e r o n t h e murder 
c h a r g e , a n d were 
p r e p a r e d 
to 
t a k e h i m i n t o custody o n h i s r e ­ 
lease t o r n S a n Q u e n t l n . 


Wilbur S t r e e t e r , 31, is describ­ 
ed by police a s a c u n n i n g a n d 
d a n g e r o u s m a n . H e w a s serving 
a s e n t e n c e of from five years to 
life for t h e r o b b e r y a n d a b d u c ­ 
tion of F r a n k Puccini, 
operator 
of a t a v e r n a t 2963 T h i r d .street, 
S a n Francisco. 
Police s:\y he 
o n c e forced two rookie cops in 
S a n 
F r a n c i s c o 
t o 
drive 
h i m 
a r o u n d t h e city In a polire car. 
H e 
previously 
served 
t e r m s in 
Ohio S t a t e R e f o r m a t o r y for rob­ 
bery a n d forgery. 
S a n Quentin 
prison officials were m u m about 
t h e m i s s i n g prison 
records a n d 
t h e false " d ? a t h a n n o u n c e m e n t " 
R i c h a r d A. McGee, director of the 
California 
D e p a r t m e n t 
of 
d i ­ 
rections, also claimed 
he 
knew 
n o t h i n g a b o u t t h e records. Nat­ 
urally Mr. M c G e e is only 
head 
of California's p e n a l 
institutions 
and-, a s s u c h m a t t e r s g o nt S a n 
Q u e n t i n , would be t h e last m a n 
in t h e world to k n o w 
a n y t h l n 
a b o u t escapes of m u r d e r e r s lroi 
Duffyville. 


A n o t h ? r convict, R a y Wagner, 
w a s r e t u r n e d to S a n Q u e n t i n e n - 
r o u t e t o Folsom a f t e r h i s c a p t u r e 
in LongoBeach last week. 
C.m- 
vict W a g n e r o b t a i n e d h i s relea-e 
from S a n Q u e n t i n November 10. 
after 
forging 
prison 
records to 
show a 10-year reduction in hi.s 
30-year s e n t e n c e . 


Yes! Sweeter, Tastier Bread 


with FLEISCHMANN S 


FRESH 
M 
yg? 


• This-active fresh yeast goes right.to work, gives 


you full value because it's full strength. 
And bread 


I odt i S V 
1 ^ ? , ^ 
e W h m a n n ' s active, fresh Yeast tastes 


sweeter, is lighter, more tender, 
k'lfytiu fellies trt horn's—Get Flelschmann's 
active fresh Yeast with the familiar yellow 
label—-America's dependable yeast favorite 
for over three generations. 


Press Want Ads Always 
Bring 
Results 


HERE'S z/<wic/tec£ 


in prompt, fair 
settlement 
of that loss ! 


With your insurance placed in this 
office you will have the proper 
protection and dependable service. 


FRED A. NASSIE 
Insurance Agency 


111 W. Perkins St. 
Phone 713 
Ukiah, Calif. 


rA Newspaper with a Conscience arid q Hevrl 


ROUND VALLEY 
SEES OPENING 
OF PLANT SOON 


Preparations For Con- 
struction Of Saw­ 
mill Started 


ERECTORJN GROUND 


A. R. Manley, Alame- 
dan, Reaches Covelo 
To Supervise Job 


(Carried from Page One) 


paniecl on the piano by Alta Eng­ 
lish; readings ot wit and humor 
by 
different 
ones; 
solo, 
Mrs. 
Bangsburg, accompanied on pi­ 
ano by Mrs. Sharp; guitar, Sam 
Gray. 
At the close of the pro­ 
gram 
refreshments 
of 
sand­ 
wiches and chocolate were serv­ 
ed. Many lovely and useful gifts 
were received by the bride who 
sweetly and graciously 
extend­ 
ed thanks to everyone. 


Mr. and Mrs. Hans Wllllg, of 
Santa Rosa, were here this week 
visiting their daughter, Lily Htll 
and family. 


Up From City. 


Mr. and Mrs. Harlow Burgess 
and som: friends, of San Fran 


OLD RAINBOW CAFE 
; 


BUILDING WAS SOLD 


The report about town U the 
old Rainbow Cafe 
building 
on 
South State street has been sold 
to Richard Mazzonl and will be 
moved by Mr. Mazzonl to Main 
street property he owns and then 
be remodeled to house a contem­ 
plated parts-accessories store Mr. 
Mazzonl will shortly opzn. 


cisco were here over the week­ 
end 
and 
were 
guests of 
Mrs. 
Clyde Henry. Mr. Burgess is di­ 
rector over NBC network at KEO 
studio In San Francisco. 


O. Walter Spencer is passing 
some time at his mountain home 
on Eel River, near the Ranger 
station. 


Went To Boonvillc. 


Mr. and Mrs. Robert Redwine 
made a business trip to Boon­ 
villc 
Friday, 
Mr. Henry 
Long 
driving them down. 


Mr. and Mrs. Chas. Lovell and 
Roy Dunlap ware business visit­ 
ors Monday. 


Mr. and Mrs. Lee O'Fcrrall, of 
Bald Mountain, enjoyed a 
few 
days in Covelo this week. 
T h e y 
also 
attended 
the 
March 
of 
Dlmc.<; dance Saturday night. 
They Are Coming Back. 


One by one our boys arc re­ 
turning 
home 
from 
overseas 
duty. 
The latest to return and 
receive their final discharge are 
Gerold 
McClure, Jerry 
Kruger 
and Leroy Russ — and are they 
glad to don civilian clothes? 


Wm. Hess, of Weott, was In Co- 


|| 
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REMOVING BOILERS 


FROM A COAST MILL 
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, The big boilers at the old mill 
at Mendocino are being made 
ready for shipment this week and 
a crew of men have been engaged 
In getting, them off their orig­ 
inal foundations and 
removing 
the brick from the furnaces. 


velo this week enjpylng 
fishing 
in Eel river and renewing old 
acquaintances. 


Played Basketball. 
The basketball game between 
Laytonvljle and 
Covelo 
Friday 
night played at Wllllts resulted 
in our A team losing 27 to 15, 
and the B team scored 24 to 14 
in favor of Covelo. 
Saturday, 
Potter Valley played the home 
team. 


Gqs» To Raricii. 


J. D. Almstead, who la employ­ 
ed on the 'A. p. Landler ranch 
and who has' been occupying the 
Edith 
Walter 
house 
on 
East 
Lane 
sincp., .November, 
moved 
last week to the Landler ranch 
and Mr, and Mrs. Jones, of Red 
Bluff, are Roving into the Wal­ 
ters house. 
>• 


To krtct Mill. 


A. R. Manley, of A'.umcda, ts 
moving his.,family 
to the Mai 
Conner ranch In the south side 
of the valley and will be em­ 
ployed by :iSt Thrash to super­ 
vise construction of the Round 
Valley Lumber Mill and install 
the equipment. , 


Sen. Blfgar. was Home. 


Senator G. M. Blggar was home 


MRS. 
GEORGE FILMER 


DIED IN THE CITY 


News has reached here of the 
death 
of 
Mrs. George 
Fllrncr, 
Sr., in San Francisco. 
Mrs. Fll­ 
rncr and her husband wcrs fre­ 
quent visitors here and in Lake 
county years ago and their son 
is the husband of the 
former 
Helen 
Snow 
of 
Lake 
county. 
George Fllmer Is a brother of the 
beloved William P. Fllmer, 
for 
years President of The 
Golden 
Gate Bridge, and President 
or 
Fllmer Brothers Electrotype Co. 
of San Francisco. 


from Legislative duties at Sac­ 
ramento a few days and 
went 
back to the Capital later. 


Mr. and Mrs. James I. Hurt 
were Uklah visitors Friday. They 
were accompanied on the trip by 
Mr. and Mrs. W. D. Rhoads, who 
will take the bus and continue 
on to Albany, where they 
will 
visit at the home of their daugh­ 
ter, Mrs. Naomi Norton and fam­ 
ily. 


Mr. and Mrs. Cecil Williamson 
took their infant son, Marc Jon, 
to Wllllts, Friday, for a medical 
checkup by Dr. R. A. Babcock. 
New Owner Here. 


Anthony Bellou and daughter; 
Mrs. Page and husbend of Santa 
Maria, passed 
a few hours 
a t 
Covelo Saturday, calling at 
the 
Byron Hurt home. 
Mr. Bellou is 
the new owner of the late Chas. 
Hurt ranch on East Lane 
and 
plans moving to the ranch some­ 
time in the spring. 


HEIRS INTEND 
TO MAKE SALE 
OF VICHY SPGS. 


Executor Of John A. 
Redemeyer Orders 
Its Disposal 


BIDS MJEQISTED 


Estate Members Will 
Not Undertake To 
Operate Resort 


Whitney Ro^'-pieyer, as e x e c u ­ 
tor of the est do of the late John 
A. Redemeyer together wllh the 
other 
heirs of 
Mr. Redemeyer, 
have agreed to dispose of Vichy 
Spring.s, throe miles east of Uki- 
ah. 
T h e property contains one 
of 
the finest flows of Vichy w a ­ 
ter in the world and would m a k e 
an 
ideal location for a 
health 
resort. . 


.'- Larkin J. Younce. of 
Uklah, 
and 
two San Franciscans m a d e 
a business trip to Covelo Sunday. 


Mrs. 
Hazel B a n k s is the new 
waitress 
at 
Pop'-; Cafe 
and 
i.s 
overseeing 
the 
dining 
room, 
which is being renovated before 
the 
summer rush. 


1 
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More Headaches for the Farmer 


Once more the farmer is being asked .to break 


all food production records. 
To plow mare acres, 


feed more livestock and harvest more crops than 


ever before. 
He is being asked to do this so that 


America may continue to feed and clothe the needy 


throughout the world, as well as our own folks 


at home. 


To carry out this job the farmer muit have tools 


of production. 
Most of those he owns have taken 


a terrific beating. They can't be tied together much 


longer with rusty fence wire. 


In the teeth of this situation the farmer ran into 


a strike in the steel industry — a strike which hit at 


the heart of food production. 


When the steel plants shut down, manufac­ 


turers of farm machinery and equipment, farm 


trucks and tractors cannot get steel for their products. 


This year the farmer won't receive as many 


of the replacements he desperately needs. 
He'll 


fight ahead with his old broken machinery trying 


to crack another food production record, but the 


cards are stacked against him. 


All this means more headaches for the farmer — 


loss of vital foorj production, and a bad dent in 


his pocketbook. 


Facts Too Frequently Omitted 


The steel strike was called by the United Steel- 


Workers of America — CIO, which insists on a wage 


increase totaling $166,000,000. 
The U. S. Steel 


Corporation has offered a wage rise which if ap­ 


plied throughout the industry would amount to 


$135,000,000. 


Steel workers are already among the highest 


pbid wage-earners in America. 
Before the strike 


their average earnings were approximately $1.16 


an hour, $9.26 a day and $46.32 a week — on a 


forty-hour week. 
The U. S. Steel offer would have 


given them about $1.31 an hour, $10.46 a day 


and $52.32 a week. 
But they refused it, and ac­ 


cused the steel industry of conspiring to ruin the 


union with an offered wage increase of $25 a 


month, the highest increase in the industry's history. 


The strike is a direct violation of the contract 


between the union and the steel companies. 
The 


union wanted a long-term contract and got it. 
The 


union agreed not to strike during the life of the 


contract. 
Yet, the union struck on January 21. 


Fighting for a Way of Life 


Farmers have a big stake in continuous steel 


production. 
They have an opportunity to say what 


they think about unchecked labor monopolies which 


bring to a stop the nation's recovery efforts, through 


excessive wage demands which could only add to 


inflation and cause soaring prices. 


Not until enough of them protest unfair, dicta­ 


torial actions and urge proper safeguards against 


arrogant, heedless union leadership and ono-sided 


labor laws will the country get back to sane, prof­ 


itable production where everyone works together 


toward a better standard of living. 


American Iron and Steel Institute 


3 5 0 
F i f t h 
A v e n u e , N e w 
Y o r k 
1 . N. Y. 


95 PER CENT OF THE WORKERS IN THE STEEL INDUSTRY ARE EMPLOYED BY OUR COMPANY MEMBERS 


(JET THE FACTS — FREE — Send postcard for copies of rccvnl Interviews with steel company leaders. 


LAYTONVILLE'S 
INTEREST SEEN 


Chamber - Commerce 
Active For Sever­ 
al Projects 


Laytnnville 
has 
the 
live.st 
Chamber 
of 
C o m m s r c e 
In 
the 
cuunly. 
Practically every adult 
living in Long Valley belongs 
t:> 
it and most of them are e n t h u - 
-sla-stlc warker.s. 
T h e 
Chamber 
of 
Commerce hns a number of 
projects o n 
Its agenda, 
a m o n g 
which Is a water district for Lay- 
tonville, an airport and now they 
are 
talking of having a Living 
War 
Memorial U) be devoted to 
sports and other features. Dolph 
Camilla, famous retired profes­ 
sional baseball player who o w n s 
a ranch In that valley. Is looking 
for a desirable site for a ba.seball 
diamond and he intends to or­ 
ganize a team he hopes will soan 
be 
c h a m p i o n s 
of 
Mendocino 
county. 


MUDDLED SITUATION 


CAUSES A SILENCE 


Mr. 
and Mrs. William CI. Sluie- 
i kelton 
were 
h e i r 
Monday 
e n - 
| rout.- to Eureka where Mr Shiit'- 
kleton has been called on nlli- 
cial business. 
Mr 
Shaekh'tiin 
for years h a s been executive . M V - 
retary of the Board of Equaliza­ 
tion In this part of th:' State and 
has 
frequently 
been 
mentioned 
a* a .Miulldate fur member of 
the 
Bi.ard. but. because it h a s noi 
been ascertained just what 
Hie 
plans of Chairman R C Collins 
are 
as to Ills being a candidate, 
friends of Mr. Shackletnn say lie 
has 
refrained from making any 
a n n o u n c e m e n t . 


Press Want Ads arc sure \i 
bring satisfactory results. 


• • • • 


l'AY TUEIK WAY 


Why 
parking meters are 
popular 
In 
ninny 
case.s, I.s 
s h o w n by the income to the 
city of S a n t a Rosa from Feb­ 
ruary, 1945. to November 31 
of the s a m e year. 
T h e total 
leached the .sum of $43,018.67. 


Mrs 
Mary 
Snyder 
motored 
down 
from 
Redwood 
Valley 
Wednesday a n d pa.«.sed the day 
shopping. 


f 
_ 


Kefiiseil Uy Government. 


It was. a few month.s ago. of­ 
fered 
the government as n site 
lor 
a 
Veterans' 
Hospital 
but 
fnncU were not provided for er­ 
ection of the Hospital. K l a m a t h 
Falls having been designated for 
such an institution over Uklah. 
I'refrr A Disposal. 


The 
heirs of Mr. Recl.'ineyer 
have decided they would not care 
to 
undertake 
m a n a g e m e n t 
of 
the 
Springs as a resort and it 
would be.st be to dispose of the 
property 
to parties who 
would 
develop it and provide benefits 
for 
the public. 
Probably it will 
result in its being acquired by 
new 
owners who may develop the 
Springs as a Sanitarium, or put 
it. to use f ir some such purposes. 


Tortured man gets help! 


Lemon Juice 


Mixed at Home 


Relieved 


fl 
RHEUMATIC 
PAIN 
says Sufferer.' 


"I have uscil AI.l.i:NKLi feir several 
ineiiihs. 1 tuulti hardly walk on annum 


of my knees. Bui now ihose pains are 
relics t'<!. I t.in go like a rate horse 
iiuw," Mori Shcpard uf Ohio. 


Don't be a viiiim of the pains anil 
aches caused by rheumatism, lumbago 


or neuritis without trying this simple, 
inexpensive recipe you can mix at 
home. Two tablespoons of ALLENKU, 
plus the juice of ' * lemon in a glass of 
water. Try a bottle TODAY! Be en­ 
tirely satistieu with it — ur money back. 


851. Drug slures. 


FRED KELLY 
Plumbing 


General Repair Work 


520 S. State 
Phone 79 


CHRISTIAN SCIENCE 


LECTURE ON FEB. IP 


A lectin" lo which the pubii. 
- 


will 
be 
•nlmi'tril 
Irre 
will 
be 
civ.MI 
at 
Chri .it.iti 
Science 
churi li, fr'u.iday, February HI. at 
three 
i'el, ck 
The .speaker will 
he 
Will 
H. Davis. <.". S . of Chi- 


e m m . 
anil 
hi • 
ubje.-t 
will 
be 
'The 
Divine 
plan 
for 
Meeting 
Human Needs." The lecture will 
be 
under aiisplees of the ('hs).s- 
tlan Scien'-e S ' V i e t y of Uklah. 


WKKi: ON COAST 


Mr 
and Air.-'. J. P. Ornbalin e n ­ 
tertain! <l at their h o m e at 
Elk 
Creek r e c n t l y Richard Patrick, 
of 
Oakland, and 
Mr. anil 
Mrs. 
Percy Ornbaun and son. Bill, of 
Ukiah. 


- 
« 
TELEPHONE 
2 
c r y s t a l 
P H A R M A C Y 


• r 
..On Tlit- r,irin-r" 
)S 
PRESCRIPTION SPECIALISTS 


VI 


l'.xpcrt Truss Fitting 
*)s 


)~S 


PROPERTY NEEDED 


AUK YOU (iOINCi TO SELL? 


I need all types of country 
property. 
For quick, satis­ 
factory results please write 


M I S S D. M . 
B A N T A 


2125 
Kssex St., Berkeley, 5, Calif. 


27-tfc 


IN SAN FRANCISCO 


Superb accommoda­ 
tions, fine cuisine, and 
distinctive serviceawait 
today's travelers at 
this city's largest, best 
located hotel. 


1 0 0 0 
ROOMS . 1 0 0 0 BATHS 
FROM »4 SINGLE • $6 DOUBU 


V j j ; . . . . . 
HOTEL 


ST. FRANCIS 


"-' rJOVIRCOOKINQ DNION SQUARE 


; S A N 
FRANCISCO 
.;. M^AUIMIENT OAN. I lONOON. 


NEW 
BUS LINE 


^!!!™....1..™A!!! 


S 


VIA 
UKIAH 


STARTS SATURDAY, JANUARY 26, 1946 
Connecting with Greyhound Lines at Williams for 
Saacramento Valley points. 
Shortens travel time 
between Ukiah, Lake County and Sacramento 


Ar. 
L'ki-ili 


Ar. 
Mini' L a k e s 


A t . 
U p p e r L a k e 


Ar. 
Clfiir L a k e O a k s 


Ar. 
W i l l i a m s 


Ar. 
Sacvanii'iito* 


Lv. 
S a c r a m e n t o ' 


l.v. W i l l i a m s 


Lv. 
Clear L a k e O a k s 


Lv. 
U p p e r 
L a k e 


Lv. 
Mine L a k e s 


Ar. 
U k i a h 


• Greyhound Lines 


1*:">(> :i. in. 


Hi::'.() a. m. 


H» 
a. in. 


11 ::i(i ]i. in. 


\'1:'1'1 
p. m . 


•J ::*.(» p. m. 


11 :•)•) a. in. 


:>: Hi p. in. 


I'.: l o p. m 


o :"):> 
p. in. 


• 1 :or> p. m. 


I :.".'.i p. in. 


Phone 86, Greyhound Agent, Maple Cafe, Ukiah, 


for complete schedules 


MENDOCINO TRANSIT CO. 


FORT BRAGG, CALIFORNIA 


ANGRY 


Please ilon't be anjjry ;t v.% if ymi can't 
always fcee Smith Ilroi. COUKII Drops. Our 
«ni[put i s Mill restricted. Soon, \vc hope, 
there'll Q^uin be plenty nf Smith jlmihcrs... 
soothing, delicious. Black ar Mviulmi, 5'', 
SMITH BROS. COUGH DROPS m 


BLACK OR MENTHOL—5^ 
M r 
MAHK 


1 0 1 


LUMBER AND CONSTRUCTION CO. 


EXPERT DESIGNERS AND BUILDERS 


We can and will build that new home for you 
or remodel the old one. 
We will build anything 
from a poultry house to a fifty-story building. 


References Furnished and Work Guaranteed. 


Office at the mill, four miles north of Ukiah on the 
101 Highway. Telephone 468 or P. O. Box 480 
UKIAH, CALIFORNIA 


H E R E 
A R E 
G O O D 
J O B S 
F O R 
Y O U 


(•null jiny, n | i | i o i ' l u n i t i e s fur ;t<l\aneeinent liy r n l l H i n ; ; 


i n 
V. S. A r m y A i r L o i r e - . 
Iiii|iin l.ml n e w e n l i . - h n e i u 
p r i v i l e g e s .iiol ni;iny o i l i e r .'iili.iiilii^e.-. 
l ' l i m i l y 
. i l l u w - 
iinees fur i l e | n n i l e i i t - . 'Mi <la\>' \;u ili<,n e v e r y 
y e u r , 
l l e l i r r iifter ill) 
\iilli lite iileiune. 
U r e a l 
I m i i i i n ; ; 


for a line I n l i n e . G e l Al.l. llie fail.-. N o u h l i g u l i o i i . A p p l y 


U. S . A R M Y RECRUITING STATION 


At Uklah 
Every 
Thursday 
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UKIAH 
GIRL 
WAS 
MARRIED 
AT 
FRESNO_SUNDAY 


A brief n o t e a p p e a r e d In 
T h e 
•Republican 
Press 
last 
week 
of 
t h e m a r r i a g e of K a f h b e n 
T h u r ; - 
l o n at F r e s n o . 
Miss T h u r s t o n Is 
a d a u g h t e r of t h e late Mr. 
a n d 
Mrs. 
E. P. T h u r s t o n . 
T h e brulc':; 
f a t h e r 
w a s 
Editor 
of T h e 
Dis­ 
p a t c h - D e m o c r a t h e r e m a n y yrrirs 
a n d h e r e s h e grew to youni! wo­ 
m a n h o o d . 
Mrs. Boycr'.s 
m o t h e r 
a n d b r o t h e r a r e n o w living 
at 
Marysville a n d h e r sister is a res­ 
i d e n t of F o r t 
B r a n g . 


Of t h e w e d d i n g T h e F r e s n o Bee 
.says: 
Miss K a t h l e e n 
T h u r s t o n 
b e c a m e 
U k bride 
of 
Corporal 
T h o m a s P. Boyer in a c e r e m o n y 
w h i c h 
wa.s 
s o l e m n i s e d 
S u n d a y 
e v e n i n g 
at 
5:30 
o'clock 
in 
t h e 
c h a p e l 
of 
t h e 
First 
P r e s b y t e r i ­ 
a n c h u r c h . 
R?v. D e n t o n M. esc­ 
r o w 
officiated. 


T h e couple are 
h o n e y m o o n i n g 
i n 
T h e 
Mission 
I n n . 
Riverside, 
find u p o n t h e i r r e t u r n to F r e s n o 
will establish t h e i r h o m e at 1373 
E c h o a v e n u e . 


P r e c e d i n g 
t h e c e r e m o n y 
Mrs. 
S h e r w o o d R o d m a n sang "I Love 
Y o u 
T r u l y " 
a n d 
" T h e 
Lord's 
P r a y e r . " 
S h e wa.s 
a c c o m p a n i e d 
by Helge E. P e a r s o n . 
T h e couple 
e x c h a n g e d 
their 
vows 
before 
a 
c a n d l e l i g h t e d 
a l t a r . 
B a s k e t s 
of 
w h i t e flowers \yeiv> a r r a n g e d 
on 
r i t h e r .side of t h e altar. 


E n t e r i n g 
t h e 
c h a p e l 
to 
t h e 
s t r a i n s of 
t h e 
t r a d i t i o n a l 
wed­ 
d i n g 
m a r c h 
pro.-essi >nal, 
tin' 
'bride wore a whltefaille 
w e d d i n g 
g o w n , 
styled 
with 
a 
buiffaiit 
.skirt, d r o p s h o u l d e r line, 
puffed 
•sleeves and a ba.siuie bodice. Her 
fingertip 
l e n g t h 
veil of 
illusion 
wa.s fastened t;> a crown of seed 
p e a r l s . 
S h e 
carried 
a 
while 
p r a y e r book topped with a n 
or­ 
c h i d a n d c a r n a t i o n s a n d ••tieain- 
or.s of k n o t t e d s a t i n ribb >n. 
S h e 
wa.s given in m a r r i a g e by Paul R. 
B a r t l e t t , 


T h e 
m a t r o n 
of 
lvmor. 
M r s K 
M i c h a e l 
Biasell, 
ware 
an 
ac|ua 
lined 
faille 
gown. 
Her 
bouquet 
wa.s of yellow daffodils. 
C o r p o ­ 
r a l G a l e Bailey was the best m a n 
a n d t h e u s h e r s were C a p t a i n Bi- 
a.sell 
a n d 
S e r g e a n t 
William 
C. 
Cooper. 


Following' the (•« remony. a re­ 
c e p t i o n 
wa.s 
a r r a n g e d 
in 
t h e 
h o m e 
of 
Mrs. 
.lame-. 
E d w a r d 
S c o t t on McKinley a v e n u e . 
Cor­ 
p o r a l 
a n d 
Airs. Boyer 
received 
t h e i r guests in t h e living 
room 
A 
t h r e e - t i e r e d 
wedding 
cake 
.flanked by while t a p e r s in C h i ­ 
n e s e c a n d e l a b r a c e n t e r e d t h e r e ­ 
f r e s h m e n t s table. G e r t r u d e R id- 
m a n , Meta Epperson a n d 
B a r b a ­ 
r a Biitss-ell as-isted in serving t h e 
guests. 


F o r traveling t h e bride wore a 
p e a r l 
grey suit, while 
h a t 
a n d 
gloves a n d an orchid corsage. 


T h e bride is a d a u g h t e r of Mrs. 
E P. T h u r s t o n , of Marysville, a n d 
t h e late E. P. T h u r s t o n , n e w s p a ­ 
p e r p u b l i s h e r a n d poslma.ster of 
U k i a h . 
S h e is a g r a d u a t e of t h e 
U k i a h 
High Scheool 
a n d 
t h e 
S a n t a Rosa J u n i o r College, w h e r e 
s h e s a n g 
in an a eapella 
choir 
a n d was a m e m b e r of t h e AWS, 
a n h o n o r society. 
Mrs. Boyer is 
well 
k n o w n 
in 
F r e s n o 
m u s i c a l 
circles. 
S h e is employed by t h e 
KP'RE R a d i o 
S t a t i o n . 


T h e bridegroom is a son of Mr. 
a n d 
Mrs. 
H e r b e r t 
J. 
Boyer, 
of 
I n d i a n a p o l i s . Ind. 
He is, a g r a d ­ 
a t e of W a b a s h College, w h e r e he 
was a m e m b e r of t h e L a m b d a Chi 
A l p h a fraternity. 
In 1943 he e n ­ 
listed 
in 
t h e A r m y 
a n d 
is 
s t a ­ 
t i o n e d a b o a r d a troop 
t r a n s p o r t 
as a r a d a r o p e r a t o r . 
A m o n g t h e 
o u t - o f - t o w n wedding g u e s t s were 
Mrs. 
Milton H. B u d d , of 
Peoria, 
III., a n d Hie M i - s e s L o i s a n d Vcrle 
Kmade.s, of M a d e r a . 
» 
• 
« 


AT BITTICNHKNDKK 
HOME 


i: 
« 


T h e first r e g u l a r Friday of t h e 
m o n t h 
m e e t i n g of Masonic 
La­ 
dies was h?ld a t Hie h o m e of Mrs. 
Lloyd 
B i t t e n b e u d e r . 
following 
a 
n c - h o s t 
d i n n e r 
at 
;i,Jocal 
cafe. 
F i r s t 
prize 
at 
corrtnict 
was 
a w a r d e d 
M r s 
William 
Bromley, 
•second 
Mrs. 
Fred 
L e o n a r d 
a n d 
t h i r d Mr- 
Irving M. Brazier. 


CHRISTIAN SCIENCE 


* * 


The Divine Plan For 


Meeting Human 


Needs 
• 


A Free Lecture 


By Will B. Davis, C. S. 


of 
Chicago, Illinois 


AT 2 0 4 SOIITH OAK. i.i'KKKT 


m, 


GROUP 
ENJOYED 
THE 
ANNUAL 
SAFEWAY 
DINNER 


Sunday, Feb. 10, at 3 p 


Christian Science Society 


of Ukiah, Calif. 


An e v e n t w h i c h a l w a y s a t t r a c t s 
t h e a t t e n d a n c e of t h e e n t i r e Dis­ 
trict p e r s o n n e l 
of T h e 
S a f e w a y 
S t o r e s Is t h e a n n u a l d i n n e r s p a n - 
sored 
by T h e Safeway 
m a n a g e ­ 
ment, a t S a n t a Rosa. 
At t h e d i n ­ 
n e r t h e r e , last week t h e r e 
w e n t 
from 
h e r e Mr. a n d 
Mrs. Orvllle 
C o l e m a n , Mrs 
L e a h 
S t u r t e v a n t , 
Olof L c m m c r z , Mrs. Mollie 
J u n - 
gers, Mr. a n d Mrs. Eddie 
Miller 
a n d Mrs. K.iy 
Goodwin. 
Every 
detail 
of 
a n 
exceptionally 
well 
a p p o i n t e d l e a s t wa.s looked 
a f t e r 
by caterer.- h a n d l i n g t h e 
a f f a i r s 
for t h e C o m p a n y a n d those going 
from 
U k i a h 
r e p o r t 
a 
decidedly 
enjoyable 
occasion. 
M a n a g e r 
Orvllle C o l e m a n s t a t e s t h e 
d i n ­ 
ners, a l w a y s greatly 
a p p r e c i a t e d 
by 
t h e 
employes 
of 
S a f e w a y 
C o m p a n y , was t h i s y e a r decreed 
by all t h e very best yet held. 
A 
n u m b e r 
of 
S a f e w a y 
e m p l o y e s 
from L a k e c o u n t y a n d from Wil- 
lits a t t e n d e d . 
tt 
. — 
_ t t 


WAS IN I'OKT 


B- 


T h 3 
h o s p i t a l .ship T r a n q u i l i t y 
r e a c h e d port la.st week from 
t h e 
S o u t h 
Pacific 
a n d 
p e r m i t t e d 
P h a r m a c i s t s 
M a t e 
F i r s t 
Class 
G e o r g e M c K a y A n d e r s o n , son ot 
Mr. a n d Mrs. G e o r g e P. A n d e r s o n , 
to come to U k i a h a n d p a s s a few 
h o u r s a t his h o m e . 
T h e 
T r a n ­ 
quility m a y go to t h e E a s t Coast 
a n d , if it does, M a t e 
A n d e r - o n 
will m i l w i t h t h e ship. 
11 a d e ­ 
lay 
is 
p e r m i t t e d 
t h e 
vessel 
in 
S a n 
F r a n c i s c o 
M a t e 
A n d e r s o n 
will be allowed time to come 
u p 
to vi-.it his p a r e n t s a g a i n , 
while 
t h e s h i p is in t h e r o a d s t e a d , a n d 
will likely 
avail 
himself 
of 
t h e 
c h a n c e to do so. 
II 
•— « 


WAS IN CITY 


tt 
U 


Mrs. 
Irving 
M. Brazier 
went 
to San Francis:-o W e d n e s d a y a n d 
before 
r e t u r n i n g 
visited 
a t 
t h e 
h o m e of h e r -un a n d 
d a u g h t e r - 
in-law. Mr. a n d Mrs. Myron B r a ­ 
zier in Berkeley. 
» 
. 
- 
- 


I'LAN I OOP SALE 


t: 


T h e Ukiah E l e m e n t a r y P. 
member-, 
are 
p l a n n i n g 
a 
.sale to be held Friday. 
F e b r u a r y 
8. at 10 o'clock at I he A r m y Sm - 
plus S t o r e on S o u t h S'e.te - t r e e t 
when a nice line of hoine-( ooked 
offerings 
will be m a d e 
available 
to those desiring 
t h e m . 


tJ - 
- 
- 
« 


ODD FELLOWS MKT 
It 
• - - 
- 
tt 
A r e g u l a r 
m e e t i n g 
of 
U k i a h 
Lodge of Odd 
Fellows wa.s held 
la.st. week 
a n d 
after 
t h e 
Lodge 
activities 
,verc 
c o n c l u d e d 
t h e 
b a l a n c e 
of 
t h e 
evening 
w a s 
t u r n e d into a " L a d i e s N i g h t " p r o ­ 
g r a m . 
T h e r e were sonic 40 p r e - 
e n t a n d g a m e s , c a r d s a n d .social 
m i n g l i n g were enjoyed. 
L a t e r In 
t h e e v e n i n g a r e f r e s h m e n t 
.ser- 
fice was a de'.ightful p a r t of t h e 
e n j o y m e n t provided Lodge m e m ­ 
bers a n d 
guests. 
« 
• 
j: 


HAVE A UAI5Y 


K 
M 


Mr. a n d 
Mrs. Emil 
Poma 
a r e 
receiving 
congratulati.'Mis 
ovei 
birth of a little girl, W e d n e s d a y , 
a t 
U k i a h 
G e n e r a l 
Hospital, 
Hie 
second child in the family, 
n a m ­ 
ed S h a r o n Lee. 
Mrs. J o h n P una 
is the p a t e r n a l g r a n d m o t h e r a n d 
Mrs. 
F. Briearelll a n d Mrs'. Mary 
G o m e s , a u n t s . 
« 
_ 
„ 


CAI'T. UK A HERE 


It - 
- 
- 
it 


C a p t a i n J o s e p h N. Rea, y o u n g ­ 
est son of Mrs. S. L. Rea, a r r i v e d 
last week at S a n P e d r o from K o ­ 
rea a n d r e p o r t e d to C a m p 
Beale 
a n d 
is on 
t e r m i n a l 
leave 
a n d 
will first 
visit his wife, 
M a r g i e 
Nassie Rea a n d two c h i l d r e n 
a t 
M a r t i n e z a n d will t h e n come 
to 
U k i a h to .see hi.s m o t h e r . 


MANY 
WOMEN 
ATTENDED 
RECENT 
MEETING 


M a n t f e s ' i n g a s a t i s f a c t o r y 
in­ 
terest in R e p u b l i c a n p a r t y 
p r i n ­ 
cipals a large n u m b e r ot w o m e n 
were on h a n d 
to welcome 
Mrs. 
A. H. R o b e r t s o n , P r e s i d e n t of t h e 
N o r t h e r n 
Division 
of 
California 
W o m e n ' s 
Clubs, 
w h o 
' p o k e 
a t 
T h e P a l a c e Hotel S a t u r d a y 
a n d 
wa.s intensely 
enjoyed. 
A c c o m ­ 
p a n y i n g Mrs. R o b e r t s o n o n 
h e r 
visit 
to 
t h e 
c o m m u n i t i e s 
of 
N o r t h e r n 
California 
was 
Mrs. 
P a u l J a s p a r , of F o r t u n a . 
Mrs. 
J a s p a r 
is a 
n e w s p a p e r 
w o m a n 
a n d is p r o m i n e n t in 
R e p u b l i c a n 
circles of H u m b o l d t c o u n t y . Her 
h u s b a n d , 
P a u l 
J a s p a r . 
r a n 
a g a i n s t Congr?.ssman 
C. F . 
L e a 
lor Congress several y e a r s 
ago. 
Mrs. 
A r t h u r 
S c h i l d e r 
a n d 
Mrs. 
M a r k 
Eglln. t o g e t h e r 
w i t h 
Mrs. 
Louise 
B e r n h a r d , 
h a d 
a c t e d 
a s 
a c o m m i t t e e a n d m a d e all p r e p ­ 
a r a t i o n s for t h e c o m i n g of Mrs. 
R o b e r t s o n . 
Mrs. B e r n h a r d .state.s 
t h e r e 
was 
a 
s t r o n g 
s e n t i m e n t 
a m o n g t h e ladles w h o 
a t t e n d e d 
to try a n d reflect a b e t t e r s h o w - 
In L 
ha 
n 


a t t h e c o m i n g election 
t h a n 
been b r o u g h t out. in t h e past 


WAS IN CITY 


LARGE 
NUMBER 
WILL 
JOIN 
EASTERN^ 
STAR 


Klngsley Chapter Eastern .Star 
held regular m e e t i n g at Masonic 
T e m p l e Monday 
e v e n i n g 
with 
Worthy 
Matron 
Leona 
Mazzoni 
and Wortny Patron R. O. Foster 
presiding. 
There was a large at­ 
tendance and numerous visitors. 
China Lilies. D a p h n e a n d Pussy 
Willows were used in the decora­ 
tive s c h e m e of the hall. 
Flowers 
and a Valentine n n t l f were em­ 
ployed in decorations In the ban­ 
quet 
room 
where 
h e a r t - s h a p e d 
jello salad, nut bread sandwiches 
uid coffee weer served by a Com­ 
mittee 
consisting 
of 
Chairman 
,Zella Bartlett. Mildred 
Ooudge. 
Gail 
Hull. Mildred 
Mundy 
and 
Ruby Oobalet. 
A film 
showing 
National f o r e s t scenes and wild 
life wa.s .shown. 
T h e n e s t m e e t ­ 
ing 
will 
occur 
February 
18 
at 
which time initiation of 13 will 
take place. 
Deputy Grand Mat­ 
ron Gall Lafferty will m a k e her 
official 
visit 
in 
Willlts 
and 
a 
number from U k i a h will attend 
a 
banquet 
which 
will 
be 
held 
before the meeting. 
IJ- 


VISITING 
PARENTS 


-:t 


a- 


Mr. and Mrs. William 
Under­ 
wood, of S a n Francisco, c a m e up 
last week 
to visit Mrs. 
Under­ 
wood's parents, Mr. and Mrs. Ar­ 
thur Tobbetts. 
Mr. 
Underwood 
had 
to return 
to the city, 
but 
Mrs. 
Underwood 
h a s 
remained 
for a longer visit. 
tt— 
Si 


VISITED 
RELATIVES 


~ss 


It 


Mi-\s M a r y A. S m i t h , w h o p a s s ­ 
ed t h e m o n t h of J a n u a r y a t 
t h e 
h o m e of Mr. a n d Mrs. M. C o m b s 
at, St. Helena, w i t h Mrs. C o m b s , 
enjoyed a day last, week in S a n 
F r a n c i s c o visiting a n d s i g h t - s e e ­ 
ing a t 
t h e h o m e of Mrs. A. H. 
Samp-;on a n d , w i t h Miss K a t h a r ­ 
ine Gobbi. who is enjoying 
t h e 
w i n t e r 
there 


t: 
• 
a 


VISITED MOTHER 


I IS 
- 
- - - 
- - 
Si 


i 
Mr. a n d Mrs. B r y a n Dostor r e - 
| t u r n e d 
to Lodi M o n d a y 
follow- 
iing 
being at 
t h e 
h o m e of 
M r s 
I Dorter's m o t h e r , 
Mrs. 
Elizabeth 


1 McKesson since last W e d n e s d a y . 
a 
- 
- - 
a 


i 
( T A B I.CNCHEON 


,:: 
- 
1: 


I 
M e m b e r s of A. & J. Club 
e n - 
'joyed 
the last, m e e t i n g 
W e d n e s - 
j d a y at t h e h o m e of Mrs. K. N. 
jllongeveld, 
w h o 
served 
a 
deli- 
[cious one o'clock l u n c h e o n 
with 
n e e d l e w o r k t h e diver-ion for 
af­ 
t e r n o o n h o u r s . 
M e m b e r s a t t e n d ­ 
ing were: 
Mrs. F. W. 
S a n d e l i n , 
;Mrs. 
T h e r e s a Ray, Mrs. F. L. B o s - 
iw. r t h . Mrs. E M. J o n e s a n d Mrs. 
' E d w a r d W. Eversole, w h o will be 
hostess a t 
t h e n e x t m e e t i n g 
a t 
i h e r h o m e . 
;,. 
— „ 


WEEKEND 
GUESTS 


SS 
- 
- 
tt 


' 
R. C. Pauli a n d son, T h o m a s , 


i arrived F r i d a y evening from 
S a n 


I F r a n c i s c o tor a w e e k - e n d visit a t 
I t h e h o m e of Mr. a n d Mrs. II. R. 
' P a u l i . 
| lj 
. 
tt 


I 
VISITED 
MOTHER 


it: 
--• 
tk 


Mrs. 
F r a n c e s Sibley w a s in Uki­ 
a h several d a y s la I week 
from 


( h e r h o m e in H e a l d s b u i g , to see 
h e r 
m o t h e r , Mrs. 
H. 
MeCowcn, 


| w h o is ill in U k i a h G e n e r a l Hos­ 
pital. 
Mr. Sibley c a m e 
for 
t h e 


[ w e e k e n d to a c c o m p a n y hi.s wile 
' h o m e . 


j 
ENDS HIS VISIT 


| 
J a c k 
Russell 
w h o 
h a s 
been 
h o m e 
a 
few 
weeks 
from 
A r m y 
|.service 
went 
to S a n 
F r a n c i s c o 
i last week w h e r e he h a s a position. 


Mr. and Mrs. J. P, S m i t h w e n t 
to St. Helena last week for a few 
d a y s at the h o m e of Mrs. Smith's 
sister, 
Mrs. 
M. 
Combs, 
where 
MLss Mary S m i t h h a s been pass­ 
ing a 
m o n t h 
and 
all 
returned 
h o m e with them Sunday, follow­ 
ing going on to Berkeley to see 
Mrs. 
Robert 
Raftry 
(Marjorie 
S m i t h ) . 


LIONS 
CLUB IS 
SPONSORING 
COMING 
DANCE 


T h e Lions Club Dance which Is 
a benefit affair for the 
purpose 
of 
raising 
funds 
Tor 
Infantile 
Paralysis 
victims, a 
drive 
for 
which Ls e n d i n g will take place 
at the auditorium of t h e 
State 
Hospital, 
Talmagc, 
Saturday 
evening next. 
Tickets h a v e beon 
selling well and all t h e 
energy 
T h e Lions Club puts behind such 
laudable 
efforts 
as 
they 
s p o n ­ 
sor 
h a s been 
applied 
to 
m a k e 
certain 
an 
enjoyable 
affair 
Is 
provided the dancing public S a t ­ 
urday. 
Individual 
Lions 
h a v e 
seen to it no o n e has been slight­ 
ed in the offering to sell tickets 
to anyone desiring to buy one. A 
good orchestra will be on 
h a n d 
to furnish music. 
tt 
- — 
« 


EPISCOPAL GUILD MET 
! 
« 
IS 


Friday 
afternoon 
a 
regular 
meeting of 
the Episcopal 
Guild 
was held In Guild hall a n d plans 
m a d e for the n e x t gathering 
to 
be an evening m e e t i n g February 
15 
with 
Mrs. 
N. 
G. 
B u h n 
in 
charge of program. 
Mrs. Francis 
G. Burt a n d Mrs. P. D . 
Wilsey 
were the refreshment committee. 
Mrs. 
Ed. Porter, w h o has been in 
Arizona 
and 
"Los 
Angeles 
for 
some time, w a s welcomed by the 
m e m b e r s and Mrs. E. L. Williams, 
with w h o m Mrs. Porter is visit­ 
ing 
at 
Hopland, 
a t t e n d e d 
the 
meeting. 
Hostesses for th3 
af­ 
ternoon 
were 
Mrs. 
Charles 
H. 
Luce and Mrs. L. Lawrence, who 
served 
refreshments. 


MEET ME 


FACE TO FACE 


-i l o s t 52 
Lbs.! 


W E A R 
S I Z E 
1 4 
A G A I N " 
M R S . 
C. D. W E L L t , FT. W O R T H 
A l Picture! H.t« - > 


You may lut« pouiula unci li.ive n 
more alcnil.-r, urarotiil 
lium... 
No 
riciclii--. 
No uniKi. .No 
Linttlvra. 
liut meat, imtjluc.., ki,ivv. butler. 


'I'lie CM-crictli'c 
M t i . Well, m.iy 
or may n o . be (litlrtent III.in yoiiTd, 
I? l.ook 


III rliuli-.il t r i t i coiuliirlrt! 
by 
iiifilical uix'lora mure tli.iu 
100 
p e m u m 
l o l t 14 l o IS imtillilil 
Hveruilo In n few week* Willi 
tile A Y D S 
Y l t u m l n 
Onriily 
Hetiui'init 
r i m i . 


when 


With ItiU Aytli Plan von ilon't t u t 
out nny 
niealn, nt.iirlu-*, 
|iotiiti)fn, 
meats of billtei. you nitulily rut ll 
tiown 
It'i Min|iie anil e.iHK-i w 
you ruiiiy iltlii-inilA (vitamin 
lot 
licil) AVlSs lie'oie n.ifli iiienl. All 
jutrlv liariul.'iis. .til day* nuinily of 
Ayiln only » ! J V 
II not ilillsliu-il 
wild 
MUN1-.Y HACK With tlu vciy lint bo«. I'll, 


CRYSTAL PHARMACY 
Phone 2 


C H E C K E D 


in a Jifftf 
__or Money Bick 


l'"or i]' licit relict Irnm ilchinu caused by rczcuui, , 
nthltlc's tixit. f.t'.'ilncs. piiii|ilt".iiitnl olhcr ilcliini,* i 
1 ctitt(Uttiiiit>, ujc 
| i m i \ ciiinms, meilietiiet}, litjuul i 
| D. O.O. 
P R E S C R I P T I O N . A iliKlnr'a formula. ; 
I liu-uHclctts ant) btaiiilcti!*. Sootlics, coinfurt.it lintl 
quickly culiim lntcntc- itchine. ^15c trial bottle. 
I n j . - c a i t . o r moiiL-y bnck. Dotrtsuffer. 
A b k y o u r 
| iruuiiial l.rtjjy (or D. O. D. 
P R E S C R I P T I O N . 


( A l t I ) OF T H A N K S 


I desire 
to express 
m y 
most 
h e a r t f e l t 
Kratitude 
to 
t h a s e 
kind friends a n d n e i g h b o r s 
who 
. ' y m p a t h e t i c a l l y aided m e in my 
t i m e 
of 
o O l ' i ' o w 
a n d 
w h o 
.sent 
floral 
pieces for t h e 
funeral 
of 
m y 
d e a r 
d a u g h t e r , 
Mr.*. 
L e o n a 
L a m b e r t . 


MRS. 
E T T A 
S M I T H . 
U k i a h . Calif., Feb. 4, 1946. 


CARD OF T H A N K S 


To t h o s e kind friends w h o bore 
w i t h . u s in c u r lus-- a n d b e r e a v e ­ 
m e n t 
in t h e passing of o u r be­ 
loved 
one 
we desire to 
e x p r e s s 
o u r o u s t sincere g r a t i t u d e . 
. 
H A R R Y CARR 
G R A C E 
MCCRACKEN 
P.. C. 
M A R D E R S 
U k i a h . Calit., Feb. 5. 


UKIAH ELEMENTARY 


P. T. A. 


Food Sale 


FRIDAY 
February 8 


10 o'clock 
At Army Surplus Store 


BUCHANAN'S 
HAIR CUTTING SHOP 


* 


SPECIALIZING IN 
A N T I - D A N D R U F F 
SHAMPOO 


* 


New located at State & Perkins 


:VS 
if. 


S P R I N G 


will socn be here and every­ 
one will w a n t t h e 
painters. 
Why not let us do your In­ 
terior 
Decorating: n o w 
and 
hook 
you 
for 
Early 
Spring 
delivery 
on 
your 
Exterior 
Painting? 


AL. R. FORD 


PAINTING, 
DECORATING 


PAPERIIANGING 
188 North State 
P h o n e 751 


The House of Quality 


>0pp. Palace Hotel — Ukiah, 


Lemon Juice Recipe Checks 
Rheumatic Pain Quickly 


If 
v i m 
sulfi-r 
f r o m 
i h r i i i i m t k * , 
i i i l l i i i ' 


t is 
nr 
in-ill 11 in 
p a i n , 
U y 
linn 
Mptplc 
mexpctiMvc 
h'linc 
r e c i p e 
th.it 
t h o u s n r u l a 


.iti' 
u s i n n . 
( i i L 
a 
piicka^c 
nf 
Ru-1:\ 
('fimiHtuiiii, 
a 
2 
w e e k s ' 
s u p p l y 
t o d a y , 
fvlix 


it 
u'lth 
.i 
n u . u t 
uf 
w a i t ' i , 
. i j \ l 
tin* 
jiik'c 
tif 
4 
It- tin in s 
I t ' s 
t'.isy, 
plr;is;mt 


a m i 
n n 
( i m i h l c 
.it 
all. 
Y'Hi 
l u v i i 
m i l y 
.> 
t.ihlf»piioiifiils 
t w o 
l i m e s 
a 
d a y . 
O f t e n 
u i t l i i n 
4S 
luiui-i 
• • 
mnii'tutii'.t 
i>\vi • 
m u h t 
-— 
s p l i ' t i i l u ! 
u s . tilts 
a i f 
n h t a i i i f j . 


If 
tiiu 
p a i n s 
d>> 
tint 
i u m k l y 
l i \ i \ c 
.hk! 
il 
y o n 
d o 
n o t 
i n 
I 
U t k i , 
H u | : x 
u i l l 
cost 
y o u 
tlotliiiiji 
in 
M y 
a.-s 
it 
i . 
.•Juki 
by 
y o u r 
d r u ^ i s t 
u n j i r 
a n 
.tk-o- 


I utt: 
m o n e y - b a c k 
y i u t J i u t c . 
Uu-L: t 
C o m p o u n d 
a 
l o t 
s a l e 
a n d 
i c c u i u m c n d e d 
by 


Press W a n t Ads always Day 


OFFER 
PROGRAM 
OF 
MUSIC 
SATURDAY 
NEXT 


T h e Saturday Afternoon 
Club 
program for the end of the week 
will include a n u m b e r of musical 
selections. 
T h e 
C h a i r m a n 
for 
the afternoon will be Miss Grace 
Toles 
and 
Mrs. 
C. 
S. 
Myzka 
will .sing and Mrs. Dorothy Schil­ 
der will act as accompanLst. 
It 
has 
been 
arranged 
each 
club 
member 
m a y 
bring 
an 
invited 
guest for the afternoon. 
T h e 
offerings have been will planned 
a n d 
a delightful 
afternoon 
for 
Club m e m b e r s and m a n y 
guests 
who will undoubtedly be on hand, 
upon 
invitation 
of 
Club 
m e m ­ 
bers will enjoy the affair, which 
will start at two o'clock. 
Mrs. H. 
Wadsworth 
will also be on 
the 
program. 
T h e Committee will be 
M e s d a m e s 
L l n d l e m a n n . 
Cook, 
Basel, 
and 
Miss 
Betty 
P a r n s - 
worth. 
i: 
h 


WAS IN CITY 
I 


II- - 


Mrs. 
Jack 
Crawford 
returned 
Friday from a fortnight's stay in 
San Francisco. 
During her a b ­ 
sence her mother. Mrs. A. Tapio, 
wa.s here to look after the Craw­ 
ford children. 


Former 
A s s e m b l y m a n 
C. 
3 . 
Melville, of Fort Bragg, was In 
town the end of the wsek 
and 
was 
kept 
busy 
greeting 
old 
friends. 
Mr. Melville operates a 
shingle mill a t Fort Bragg. 


Mr. a n d Mrs. Jack 
Marshall 
motored to S a n t a Rosa 
W e d n e - 
day wl ere they visited Mrs. Car­ 
oline Steward during the day. 


SEWING CI-UB MET 
| 
8 
tt 


Mrs. 
Richard Mazzoni w a s h o s ­ 
tess at her h o m e Wednesday e v e ­ 
n i n g to a newly formed 
s e w i n g 
group of ladies w h o plan to m e e t 
each week at the h o m e of s o m e 
member, the session tonight b e ­ 
ing w i t h Mrs. Florence 
Holmes. 
T h e evening hours were devoted 
to needlework, w h e n Mrs. Maz­ 
zoni served 
waffles 
with 
fruit, 
whipped 
cream 
a n d 
coffee 
to 
Mrs. 
Dorothy Larson, Mrs. Chas. 
H. Luce, Mrs. Mary Frohm, Mrs. 
John 
Cyphers, 
Mrs. 
Arnold 
L. 
Ormsbee, 
Mrs. 
M. 
Tramberg, 
Mrs. 
Erwln 
Koch, 
Mrs. 
Phebe 
Doster, of Lodi, and Mrs. Flor­ 
ence Holmes. 


UKIAH 
METHODIST 
CHURCH 


Corner S m i t h and Pine Streets 
Charles G. Linilcmann, minister. 


9:45 a . m . 
C h u r c h School. 
A 
graded 
school 
with 
classes 
for 
all ages — children, youth 
and 
adults. 


11:00 a . m . 
Morning 
worship. 
Sermon, "An Explosive Idea." 


Special 
music 
by our 
vested 
choir. 


7:45 p . m . 
Y o u t h 
Fellowship. 
Coach William Piedmont, of the 
h i g h school faculty, will lead the 
group in a discussion on t h e sub­ 
ject, "Sportmanshlp And 
Relig­ 
ion." 
All y o u n g people of 
high 
school age or over, are welcome. 


Mrs. 
C. M. Mortanson w a s in 
S a n 
Francisco 
the 
latter 
part 
of the week where s h e w e n t 
to 
visit relatives. 


Mr. a n d Mrs. W. D. Rhodes, g o - 
jing to Albany to visit a d a u g h - 
were down from Covelo and 
ter, 
continued 
on 
tioh later. 


to 
their 
destina- 


SAW NEW BABY 


Mrs. 
Lillian Domergue w a s up 
from her h o m e In S a n Francisco 
to pass a few d a y s at the h o m e 
of her parents, Mr. and Mrs. K. 
N. Hengeveld, last week, and 
to 
m a k e 
the 
acquaintance 
of 
her 
niece born recently at The Uki­ 
a h General Hospital. 


WIFE WAS IIX 
^ 


M. H. D i g h t m a n wa.s in 
lomr 
from his Anderson Valley 
h o m e 
Friday, c o m i n g over to visit his 
wife, w h o w a s in Ukiah General 
Hospital a n d will be for a few 
^ 
days longer. 


ILL AT HOME 


Mrs. 
H. P. Dohrlng h a s 
been 
ill seevral d a y s and is still c o n - 
_ 
fined 
to her h o m e 
with 
influ- 
. B J I 
enza. 


T H E CHURCH AT 210 
NORTH 
SCHOOL STREET 


Christ 
Is the 
Cresd 
of 
this 
church, and the New T e s t a m e n t 
the only rule of faith and prac­ 
tice. 
We 
recognize 
Christ 
a s 
Head 
over 
all 
things 
t o 
the 
church, a n d therefore wear the 
N a m e t h a t Honors Him, who is 
the Bridegroom of 
His 
church. 
Phil. 1:8; Isa. 62:2; Acts 11:20. 


9:35 a . m . 
Bible school. 
Mrs. 
L. H. Foster, Siipt. in charge. 


11 a. m. 
Morning worship. S e r ­ 
m o n subject, "Christians As Sent 
Ones." 


7:30 
p . m . 
Sermon 
subject, 
"The Gospel of 
Christ." 


WESLEY TOTTINGHAM, 
Christian minister and 
s e r v a n t of Christ. 


Mr. a n d Mrs. J a m e s Hurt were 
here from Covelo t h e end of the 
w e e k and left later for Colusa. 


Turn their pleas into praise... buy your 


BAKING NBiPSat 
S A F E W A Y 


To make it easier for you tb bake that cake . . . or pie, or cac&ies 
. . . your family has been wanting, Safeway is featuring depend­ 
able baking supplies this week. Select from our complete assort­ 
ment of flour, baking powder, shortening, flavorings and other 
ingredients. You get more for your money at Safeway. 


I f s Easy to Bake a Cake 
... Here's How 


One of .my pet cahes (and ci favorite 
with my family, 
tnr>) can be mixed 
in 
practically 
one operation — 


JIFFY CAKE 


1}i cups all-pur- 
1 cup sugar 


KITCHEN CRAFT 
* U 9 


Flour Enriched 
25-lb. sack 


DRIFTED SNOW 59c 
Flour 
10-lb. sack 


[aj 
pose flour 
2yz tsps. baking 
powder 
tsp. salt 


cup 
milk 
Yi cup shortening 
1 egg 
1 tsp. vanilla 
HARVEST BLOSSOM 97c 


Sift nnd measure flour; sift again 
into Inrge bowl with linking powder, 
salt and sugar. Add milk, shortening, 
unbeaten egg and flavoring. 
Ueat 
with rotary beater for 2 to 3 minutes 
or until butter is smooth. Pour into 
well-grcascil square cake p a n (8 x 8 x 
•J). Hake in moderate oven (375° V.) 
lor -10 minutes or until done. Krost, 
if desired. Serve hot or cold. Serves G. 


Or T r y This Variation: 


JIFFY CHOCOLATE CAKE 


Add 2 one-ounce cakes unsweetened 
cIhh olate, melted and cooled to cake 
butler. 


Director 


The Homemakers' Bureau 
Another Sii/cwuy 
Service 


C M E E T C A R O L D R A K E . . . B y 
the way, did you notice the new 
name for our home economist? Tlio 
name is new, hut the service isn't 
any "different. As in the past, T h e 
Homemakers' Bureau is more than 
glad to he of service to you in help­ 
ing solve household problems. 


If you're looking for new and un­ 
usual party ideas, if you are search­ 
ing for a particular recipe, or if you 
need help in baking bread, or cook­ 
ing meat, or planning a church sup­ 
per . . . just write to Carol Drake* 
and she will give you a prompt reply. 
Her staff of cooking experts and tho 
Bureau's large library of cookbooks 
is at your command. 


As always, T h e H o m e m a k e r s ' B u r e a u 
will be testing new recipes for you to 
try, giving new ideas and shortcuts 
to make housekeeping easier, and 
doing everything they can to bring 
you the latest news about food and 
homcmaking. 


— Your Safeway 
Grocer 


*TheHomernnkcrs'Burpnu,Box2110, 
Dept. A, San Fruncisco. California 


Family Flour 
25-lb. sack 


SPERRY'S FLOUR 50c 
Cake and I'astrv 
10-lb. sack 


FLOUR 


Suzanna Pancake 
40-oz. pkff. ., 
16c 


FLOUR 


Sperry's Pancake 
'Hi-lb. pkg 
34c 


CORN BREAD MIX 
Cinch 
19c 


16-oz. pkg. 


POPOVERMIX 


J \ k , 2 2 c 


P l a i n or Iodized; 
pkg. 


10 lbs. 60c 


l-lb. 
pkg. 8C 


for TIC 


-07.. 
can 49c 


SALT 


S n o - W h i t e - 
SUGAR 


Pure Cane (With S t a m p i 
SUGAR 


Powdered 
iwitli 
S t a m p i 


MILK 


Cherub 
tall cans 
3 


BAKING POWDER 
R o y a l 
12 


Baking Chocolate 


Hsrshoy's 
8-oz. pkg. 
15C 


WALNUTS 


L a r g e - D i a m o n d 
lb. 
4J|t 


COFFEE 


A i r w a y — W h o l e Roast 
1 lb. 
IV% 


3 lbs., 59c 
COFFEE 


E d w a r d s - Fine 
l-lb. jar 
27C 


2-lb. 
jar, 54c 


SAUERKRAUT 


New Pack—Castle 
No. 2 
c a n 
X9C 


OLIVES 


Chopped—Libby's .... 4 
3/, oz. i, for 
29C 


PEAS 


Mission—Garden 
No. 2 c a n 
14C 
Prices including produce subject to stock on h a n d 
and price c h a n g e s m a d e necessary by m a r k e t 
fluctuations or n e w regulations from OPA 


VEGETABLE SUGGESTIONS 


3697 


RETURNED VETERANS 


had been employed by 


SAFEWAY STORES 


to December 1, 1945 


Prices effective February 5, 6, 7, 8, 9 


PEACHES 
Del Monte 
Sliced 


BORAXO 
P o w d e r ! 


No. 2 
c a n 23c 


KEEP ON SAVING 


WASTE FATS 


FOR SOAPS 


tO-oz. c a n 2 for 25c 


CRISP LETTUCE 
NAVAL ORANGES 
GRAPEFRUIT 
CABBAGE 
PIPPIN APPLES 
POTATOES 


Solid 


Heads 
lb. 


Arizona 
Sweet 


White 
lb 


California 


Klamath 


U. S. No. 1 


i/Otf/V/Vy OA/ THE SPOT/ 


LOOKJEJOHNNV, THEV'RE 
BACK.... AND YOU 
PROMISED 


WHEN SALT0LD ME 
HOW MUCH SHE SAVES 
AT SAFEWAy, I STARTED 1 
BUVINO THERE TOO... 
WE'LL HARDLY NOTICE 
PAYMENTS FOR THE 


V A C U U M ^ ^ l ' 


rA Newspaper with a Conscience and a Heart 
U R I A H R E P U E U T A N PRESS, F E B R U A R Y 6. 1046 
P A G E FIVE 


A POWER LINE 
OF HUGE SIZE 
WILL BE BUILT 


Anderson Valley Will 
Get Voltage Of 60,- 
000, Probably 


S T A R T S I T T A L M A G E 


Will Cut Through A 
Number Of Larger 
Sheep Ranches 


(Carried from Page One) 


fined to her home with a bad 
cold, and small Linda TuLtle was 
ill Friday, causing hsr mother to 
need a substitute. 


Mrs. E. N. Knivila. Miss Edwina 
Knivila and Mrs. Elizabeth Le­ 
mon 
were 
business 
visitors in 
Healdsburg Tuesday. 


Chalmers Sandkulla, of Elk, 
was in town Friday enroute to 
San F'rancisco to set hLs mother, 
who has bscn visiting relatives 
there the past two weeks. 


George Syler was culled 
to 
Lakeport last week to attend the 
funeral of his nspliew, Dan Mor­ 
rison, of that place. 


Snow In Hills. 


Sunday we had a light flurry 
of snow in the valley, with the 
foothills well covered. 


Put In High Power Line. 


The Pacific Gas & Electric 
Company has secured and will 
soon commence clearing a right- 
of-way for a high vollase line 
t h a t will be as near a;-, passible 
on an air line from Talmage to 
Philo where a sub-station will be 
built. 
The lino will cross the 
Charles Wallach ranch and the 
J. E. Singley ranch. Bell Vallsy, 
Crossing the Singley ranch it will 
go through the Donnelly ranch 
and swing down the valley to 
Philo, missing Boonville. Accord­ 
ing to report it will carry 00,000 
wits, approximately six tim?s the 
voltage carried by the present 
line. The line will run well back 
from the highway and the brush 
will be cleared for 25 fact on both 
sides of the line and no buildings 
will be permitted under it. 
The 
demand for electric equipment 
throughout the valley has made 
it impossible for Ihe present line 
to supply the needed electricity 
and the high voltage line is being 
built to supply that need. 


It Is understood the line will 
be completed by June. 


George Fairer and Harry N. 
Smith were business visitors in 
Ukiah Friday. 


Sergt. Raymond Peterson, son 
of A. O. Peterson, arrived in San 
Francisco lust week from Aus­ 
tria. 
He had served in General 
PattonV. Army. 
His father went 
to San Francisco to meet him. 
Did Job Right. 


The 
Victory 
Clothes 
drive 
which was sponsored by the A. V. 
Unity Club anc* handled by ihe 
Welfare Committee of the club, 
has been completed and 24 boxes 
of clothing have been delivered 
tin Ukiah for shipment. 
The 
committee, which is composed of 
Mrs. Hale Burger, Mrs. Henry De 
Rosier and Mrs. H. F. Mathisan, 
was commended for their wcrk 
and we were told theirs was the 
only shipment received in which 
the clothes had been sorted and 
boxes labeled as to contents. The 
committee has asked that their 
appreciation be expressed for the 
fine co-operation they received 
throughout the valley. 


Had Lucky Escape. 


Mr. and Mrs. Burt Rowley and 
two sons, Arthur and Bobby, ar­ 
rived Tuesday from Utah, where 
they had passed the holidays and 
were later detained while enroute 
by an 
automobile unctdent 
in 
which Bobby was seriously in­ 
jured and their car demolished. 
They were struck by a car corn- 
ring in from a side rnad which, 
apparently, did not see them and 
was not seen by Mr. Rowley, as 
he was trying to avoid an on­ 
coming car on the main highway. 
Robby suffered Internal injuries 


WILL CONSTRUCT 2 


MORE APARTMENTS 


Al Cyrson is about to start con­ 
struction on two more 
apart­ 
ments and four individual gar­ 
ages on his Oak-Church street 
property. 
The 
new 
structures 
will face Church street and will 
be hurried to completion. 


b'.'.t 
has 
seemingly 
recovered. 
Another car was purchased 
to 
continue the trip. 


Mrs. 
Warren Ingram was in 
Ukiah last week under a physi­ 
cian's care. 
She was a 
cucst 
while there of her sister-in-law, 
Mrs. Ted Hinds. 


Played Basketball. 
The local high school basket­ 
ball 
team 
played 
Mendocino 
Friday night on the Mendocino 
court. The A team lost to Men­ 
docino. This is the first League 
game wo have lost this season. 
The B team tied with Mendocino 
and a three-minute play-off re­ 
sulted in victory for Anderson 
Valley and our girls' team also 
won. 
The girls have won all 
games this season and have only 
one more game to 
play—they 
meet Point Arena again. 
Both Were Sick. 
Mrs. 
Ernest Farrer was quite 
ill last week with a severe cold, 
but Is about again. 
Mr. Farrer 
has also been ill with a cold. 


Walton Odell and mother, Mrs. 
George Odell, of Monte Rio, and 
Mrs. Odell's sister, Mrs. Allie Ber­ 
ry, cf San Francisco, were busi­ 
ness visitors here Friday. 
Mr. 
Odell is a real estate broker. 
Going- To Panama. 
Mrs. Ross Adams Is guest of her 
husband's parents, Mr. and Mrs. 
B. J. Adams. She has plane res­ 
ervations for Panama February 
10 and is awaiting government 
orders which will permit her to 
join her husband 
in 
Panama. 
Warrant Oliicer Adams is in the 
Coast Artillery and is stationed 
on a Mine Planter at Panama. 
Saw New Baby. 
Mr. and Mrs. Bertus Paul and 
children, Gale and Michael, mo­ 
tored to San Francisco for the 
weekend and were guests of their 
son 
and 
daughter-in-law, 
Mr. 
and Mrs Donald Paul and made 
the acquaintance cf their first 
grandchild, the new son of Mr. 
and Mrs. Donald Paul. 


Sen Made Sergeant. 
Mrs. Don MacKintosh has re­ 
ceived word of the promotion of 
her .son Donald to Sergeant. 
He 
is stationed on Okinawa. 
Sergt. 
MacKintosh has been in service 
less than a year. 


Were In Fort Bragg. 
Mr. and Mrs. J. T. Farrer and 
the formei t; mother, Mrs. Eliza­ 
beth Lemon, were guests Sunday 
I of Mr. and Mrs. Leland Farrer 
j in Fort Bragg and 
enjoyed 
a 
dinner honoring the 
birthdays 
of Mrs. J. T. Farrer, Mrs. Leland 
! Farrer and Mrs. Lemon, which 
'all fall within a week. The two 
Mrs. 
Farrers 
have 
the 
same 
birthday. 


Had Exciting Time. 
George McAllister arrived home 
last week and has received his 
discharge from the Navy. 
He 
had been in service over three 
years and was in some of the 
worst naval battles off Okinawa. 
His ship .-.-as attacked by six Jap 
suicide planes and succeeded in 
getting five, the sixth sank the 
ship en which George was in the 
gun crew. 


Used New Bus Route. 
Mrs. C. L. Goodenough return­ 
ed recently from Woodland where 
she was called to assist in caring 
for her small grandson, who was 
ill. 
She found the new bus line 
from Williams to Boonville an 
improvement over the route she 
would have had to take had it 
not been operating. 


Mrs. Velma Farrer of the high 
school faculty, and Bernice Gas- 
kins, Berna McAbee and Mary 
Jane Modenese, students, were 
in San Francisco part of 
lost 
week attending to business con­ 
nected with the school annual, 
"The Argus," They made the trip 
with Mrs. C. E. McAbee, who mo­ 
tored to Larkspur to bring her 
mother-in-law, Mrs. S. T. Mc­ 
Abee, up for a visit. Mrs. McAbee 
was with her daughter, Mrs. Wal- 


QUALITY MEATS, GROCERIES 
AND VEGETABLES 


STATE MARKET 


Free Delivery — Phone 193-W 


Corner State and Henry Streets 


A Service of Distinction a n d Beauty Rendered — 


WITH SYMPATHY 


WITH DIGNITY 


WITH REVERENCE 


. . . and gauged not by Gold but by The Golden Rule 


KATHLEEN and ARNOLD 


Ormshee Funeral Chapel 


Telephone CS R 
Ukiah, California 
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COLD WEATHER 
HAS DONE THE 
FRUITN© HARM 


Late Spell Will Not 
Cause Any Damage 
Hereabouts 


L A M B S 4 R F N O T H U R T 


Snow On Hills Mean 
More Water For 
The Summer 


(Carried from Page One) 


number from Upper Lake were 
present. 
The young folks meet 
at 4 o'clock now, bringing their 
own basket lunch ' and staying 
for church from 8 to 9 o'clock. 
Her Husband's Birthday. 
Mrs. Lloyd Hughes entertianed 
at dinner in honor of her hus­ 
band's birthday Saturday 
eve­ 
ning. 
Present for the occasion 
were Mr. and Mrs. Hughes, Mr. 
and Mrs. Orville Frost. Mr. and 
Mrs. Ed March and Mrs. Bonnie 
Thornton. 
The women spent 
the evening playing cards and 
the men attended the Forester's 
meeting. 


Ailen Gage, who makes his 
home with Mr. and Mrs. Charles 
Whittaker, left last week to visit 
his sister at Livermore. 


Mr. and 
Mrs. Julian 
Noilet 
have sold their place here 
to 
some Lake county people. 


Jud Gowan made a business 
trip to San Francisco. Sunday, 
and back Monday. 
While there 
he visited his daughter, Jewell, 
who is a student at University 
of California. 


ter Metzler, at Larkspur. 
Bought Presley Land. 


Charles Zumwalt is reported to 
have bought a part of the Ver­ 
non Presley property In Boon­ 
ville. 
The land is off the high­ 
way 
a short 
distance 
and 
is 
reached by a 20-foot 
right-of- 
way. It includes the old "Livery 
Stable." which was formerly part 
of the Boonville Hotel property, 
and runs back to the center of 
Anderson Creek. 
A small, two- 
rcom cabin is on the place. 
It 
Is understood Mr. Zumwalt plans 
to tear down the barn and build 
a house and a smaller barn and 
chicken houses as soon as pos­ 
sible. 


Have A Daughter. 


Friends here will be interest­ 
ed In learning; Mr. and Mrs. W. 
II. 
Jackson, 
nee Rosebud 
De- 
witt arc parents of a daughter 
born January 28. The baby has 
been given the name of Marilyn 
Ardls. 
This is their first child. 
The Dcwitt family made 
their 
hamo 
here several 
years 
and 
Rosebud attended the loeal high 
school. 


To Re-enter Business. 


Mr. and Mrs. X. Schmah re­ 
turned Tuesday from San Fran­ 
cisco where they were called on 
business. Mr. Schmah is consid­ 
ering re-entering 
the 
business 
field. 
He was in the wholesale 
dairy business in San Francisco 
for years but expects to take up 
another line in the near future. 


Mrs. Zelpha Rawles Michelson. 
of 
San 
Francisco, visited 
her 
mother, Mrs. Dell Rawles, over 
the weekend. 
Mrs. Michelson 
has be£n with the San Francisco 
Chapter of the American 
Red 
Cross the past three years in ad­ 
ministrative and home 
service 
work. 
She has a son "Mike" 
Michelson in service in the in­ 
terior of China. 
Mrs. Michelson 
motored up with her brother-in- 
law and sister, Mr. and 
Mrs. 
Carl Clow, of San Rafael. 
They 
were weekend guests of Miss El­ 
izabeth Clow, at the Clow home 
near Philo. 


Mrs. 
Grace Mangold, of San 
Francisco, passed the 
weekend 
at her home here recently. 


USE 666 
Cold Preparations 


Liquid, Tablets, Salve, Nusc Drops 
Caution use only as directed 


W E H A V E P R O S P E C T S 


* * 


For Ranches, Farms, 
Homes, Timber Lands and 
Business Properties 


* * 


For information write to 


L A R K I N J . Y O U N C E 


Preston Bld&., Ukiah, Calif. 
Telephone Ukiah 7 


COLD WEATHER FELT 


ALONG THE COAST 


fScratchinsH 


For quick relief from itching caused by eczema, 
athlete's foot, Bcahics, pimples and other itchinK 
condition!), use pure, cooling, medicated, liquid 
O . D . D* PRESCRIPTION. A doctor's formula. 
Grcafieless and stainless. Soothes, comforts and 
quickly calms intense itching. 35c trial bottle 
proves it, or muney back. Don't suffer. Ask your 
druggist today for D . o. O. PRESCRIPTION. 
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The coast has experienced some 
cold weather the past week. 
It 
was 28 above Tuesday morning, 
at the Bonce ranch southeast of 
Grecenwoorl. 


C'euld Use Material. 


One of the S' nday school rooms 
at, the church Is being converted 
Into a kitchen and any contri­ 
butions Jf 
materials or 
labor 
from local residents will be ap­ 
preciated. 


The Foresters Lodge members 
met Saturday night for a mid­ 
night supper. 


Is Quite Sick. 


Mr. and 
Mrs. Ray 
Bieknell 
came up from their home in the 
Bay region Wednesday to pass 
a few days at their ranch here. 
Mrs. Nellie Moncrief from Ukiah 
accompanied them here and vis­ 
ited Mrs. Al Bailey. 
Mrs. Mon­ 
crief stated Mrs. Tres.sa Shoe­ 
maker remains cpiUe 111 In Uki­ 
ah and Mrs. Leon Drover is help­ 
ing care for her. Mrs. Shoemak­ 
er's nephew, Robin Shore, who 
has been In U. S. service overseas, 
is expected heme from the east 
any day now. 


Party For Deparlint; Lady. 


Mrs. Ed Maroh entertained at 
a farewell oarty Thursday after­ 
noon honoring Mrs. Clyde Graves 
who is moving to Ukiah in a few 
weeks to make her home there. 
Mrs. 
March 
presented 
Mrs. 
Graves with a gift for her kitch­ 
en. 
The afternoon was passed 
sewing and the hostess served 
cake and tea. Present were Mrs. 
Graves, Mrs. John Furber, Mrs. 
Ernest Moody and the hostess. 
Ciul) Hcd Meeting. 


The Ladies Club held its regu­ 
lar meeting for February Satu- 
urday in the Library. Mrs. Mar­ 
ten 
Zehnder 
presided, 
as 
the 
president, Mrs. Lance Cnx, was 
not able to be present. The mem­ 
bers passed the afternoon play­ 
ing cards. 
Mrs. Wilburn Brown 
and 
Mrs. Ray 
Starr 
were 
in 
charge of '.he program. The hos­ 
tesses who served 
refreshments 
were Mr-;. Vane Thornton, Mrs. 
Bonnie 
Thornton, 
Mrs. 
Maud 
Starr and Mrs. H: ward Brooks. 
Was Hostess Thursday. 


Mrs. 
Cedric Thornton 
enter­ 
tained a ai'oup of Ukiah friends 
at their sewing club last Thurs­ 
day. 
Present were Mrs. Harley 
Branson. Mrs. Stanley Hildrelh, 
Mrs. 
Frank Branson, Mrs. John 
Parducci. Mrs. George Parducci 
and Mrs. Clair Holliday. 


Mrs. Otto Hughes, Mrs. Harry 
Hopper and Mrs. Mary Rupe were 
shopping in Willits last Friday. 


Mr. and Mrs. Jjr IV11;. ».-f Napa, 
passed .Sunday here with their 
daughter, Mrs. Allen Hughes and 
family. 


Mr. and Mrs. Harry Cook en­ 
joyed the weekend with relatives 
in Antioch. 


Mrs. 
" l e d " Snialley passed a 
few clays in Oakland last week 
and her s.m-in-law and daugh­ 
ter, Mr. and Mrs. Jos. O'Brien, 
returned to the valley with her 
Saturday for a few days' visit. 


Attorney 
and 
Mrs. Gregory 
Harrison 
and 
family, 
of 
San 
Francisco, spent a recent week­ 
end, at their ranch here. 


Mr. and Mrs. Lance Cox had 
guests Saturday. 
They were A. 
Bennett and Mrs. M. O'Ncil from 
Santa Rosa. 


No Damage Done. 


While the weather has turned 
very cold recently and there Is 
snow on the hills and .sharp frost 
has resulted in a whitening of 
the ground in the mornings, it 
is not beli'ved any damage has 
been done. 
Lamb owners prob­ 
ably suffered a slight loss in some 
instances, but not to any great 
extent. 
Cold 
weather 
at 
this 
time will have a tendency to keep 
fruit from advancing earlier than 
Is best for growing purposes and 
the snow on the mountains will 
provide water for the summer 
when badly needed. 


THE STORY OF EARLY DAYS IN 
COMMUNITIES OF THIS COUNTY 


Fred Lormg Gives Facts Regarding How 
Things Were Along The Coast At 
The 
Time Of Its Pioneer Settlement 


(By Fred Lorin?) 


When I started this series of 
historical •>.rticlcs on Mendocino 
county I did not realize what I 
was Retting into. 
1 have 
re­ 
ceived fur review a History of So­ 
noma, Napa, Lake and Mendo­ 
cino counties and at least 
10 
used in previous articles. 
As County Was. 


This history gives the popula­ 
tion of Mendocino county by the 
1870 census as G.591. There were 
42 schools, attended 
by 
1,841 
children. 
The taxable property 
amounted to $5,250,000. 


'Ihe writer of the history, af­ 
ter 
finishin 
1;' 
Sonoma 
county, 
started 
at 
'Jualala 
which, 
lie 
says, was an important point for 
shipping 
lumber, 
railroad 
ties 
and "split stuff." 
Here was a 
large lumber mill, a hotel, post- 
office, store and other business 
places which go to make a town. 
The next place mentioned 
is 
Point, Arena, which had a popu­ 
lation of 457 and was an Im­ 
portant shipping point for the 
milLs in that vicinity. The prin­ 
cipal agricultural product ship­ 
ped was potatoes. The next point 
was Cuffey's Cove, where there 
were saloons, blacksmith 
shop, 
store and hotel and timber pro­ 
ducts 
and 
potatoes 
were 
also 
shipped to San Francisco. 
Tin; 
author states 
tbe 
boats 
were 
loaded by a chute which allowed 
lumber to slide to the boat. Na­ 
varro was the next stop and it 
was very much the same a ; the 
first mentioned places and had 
a big sawmill. Then came Albion 
and the new mill was just get­ 
ting started following the 
lire 
which destroyed the first one. 
The mill at Little River was said 
to be one of the best located in 
the county as its roadstead was 
one of the safest. 
Little River 
was then quite a lively settle­ 
ment, for there were three 
ho­ 
tel's, two stores and the other 
usual 
business 
establishments. 
The population of the town was 
232. 


The Ccast's Metropolis. 


Mendocino City, the eoe.st me­ 
tropolis, 
received 
considerable 
mention and at that time had a 
population of fill. 
It was a pret­ 
ty and thrivii",' town with ;\ va- 
i riety of stores', good hotels and a 
[ bank. 
The Mendocino I.umbel' 
I mill \va- erected at a tost u|" S'.il). 
1000 and had a capacity of liO.OOO 
I feet of lumber a day. The ship­ 
ping facilities were excellent end 
the place was, after a fashion, a 
.summer resort. 
Caspar was the 
next mill town anil had a popu­ 
lation of 203 and boasted the us­ 
ual business places. 


A Mill Feat Mentioned. 
Noyo, at the mouth of 
the 
Noyo, had a population of 202 
and had 
the best 
land-locked 
harbor on the coast. 
It had a 
large mill and mention was made 
of P. large plank, of which Noyo 
was very proud, as follows: "At 
this mill the plank on exhibition 
at the Agricultural Department. 
in 
Washington, 
was 
cut. 
It 
measures seven feet five inches 
in width, by 12 feet in length, 
and four inches in thickness, and 
is one of the largest planks ever i 
cut in any part of the world by 
a .sawmill." Another quote read: 
"Near the Noyo river is located 
Fort Bragg, one of the early mil­ 
itary posts in California. 
The 
buildings form a hollow square 
and cover an area of several 
acres. 
The fort Is now private 
property and is not inhabited at 
present and the buildings begin \ 
to show signs of decay. 
Fort 


Bragg is in the heart of a forest, 
in a fine location, but wears a 
deserted aspect." 


A KonjoUcn Place. 
The next place was Kibesllllah. 
13 miles north of Noyo, arid It 
had a population or 113. It had 
two hotels, a store and 
black­ 
smith siiop anil way a shipping 
point. The place was .supported 
by 
farmers, 
lumbermen 
and 
dairymen and there were exten­ 
sive potato patches in tlint vi­ 
cinity. 


Then there was Cahto, which 
was at that time the business 
center for the Long Valley .sec­ 
tion. 


Told Of Bear Hunt. 


The author relates an exciting 
hunt. A rancher In that vicinity 
had 
lost a 
number 
of .sheep, 
which had been killed by a bear, 
and a hunting party was organ­ 
ized to hunt the varmint. 
It was 
during the summer months and 
the party rude over a rough trail 
until mid-day 
and 
decided 
to 
rest and lunch. 
Before they sat 
down they stacked their rifles at 
the base cf a large tree 
all ex­ 
cept one man. 
While they were 
rusting a large gruzly bear ap­ 
proached 
their 
camp between 
them 
and 
where 
their 
rifles 
stood. 
The only man retaining 
hi; rifle took a shut but merely 
wounded and enraged the bear. 
He started tor the man who shot 
and the man started to run but 
trippo and fell when he ran into 
a large root. I h e bear was now 
almost upon him and just then 
a man wiih a long knife tackled 
the bear and struck the knife in 
the bear's heart 
and killed it. 
I h e hunters skinned the bear 
and had some of the steaks lor 
their repast. 
All early settlers 
tell of grizzly bear being numer­ 
ous here at that time. 


What, was Wiilitsville. now Wil­ 
lits. 
which 
had 
two 
general 
stores, two good hotels, black­ 
smith shops and livery and feed 
.stables, was starting to grow but 
it had a small population. 
The 
writer states there were about 
40 farms in Little Lake Valley. 
Poller Valley Town. 
Centerville, in Potter Valley, Is 
told ol. It had a hotel, .store and 
black-inith shop. 
Point), In the 
\o.nie valley, was much 
hiri'cr, 
fur if had a populal i i n of 121). 
and hod two oioies. two hotels, a 
Hour mill rind blacksmith chops. 
The ('i)untys»al. 
Ukiah was Ihe next place writ­ 
ten up and i; was r.-lated it had 
a population of l.'l'U and men- 
tii ns the 
line new 
courthouse 


SNOW AT COMPTCHE 


There was snow on the Comp- 
tche 
hills Sunday and Monday ; 
and now 
Coinptrhe Is having a i 
spell of frosty weather. 
Not so 
good for the baby lambs. 


which had Just been built at a 
cost of $40,000. This is a quote: 
"Ukiah stands close to a forest 
some of the streets run into it. 
I h e trees are cleared away as 
necessity lor more room arises. 
All kinds of business and nro- 
lessions are represented. 
The 
town is a brisk, commercial cen­ 
ter and the Inhabitants active 
and enterprising. 
Ukiah is con­ 
nected by stage lines Willi C'o- 
verdale, 
Big 
River. Noyo 
and 
Lake county and the telegraph 
line has just Ix-en completed." 


C'ovclo was credited with hav­ 
ing a population of 210 and had 
several stores, hotel, feed stable 
and blacksmith shop. 


SCOTT VALLEY W O M A N 


REACHES ADVANCED AGE 


Mrs. Alice Frills, a pioneer res­ 
ident 
of 
Scotts 
Valley, 
Lake 
county, celebrated her 
ninety- 
fifth birthday anniversary Jan­ 
uary 24. 
The festivities took 
place at her home and five gen­ 
erations were 
represented. 
A 
large number of her descendants 
were 
In 
attendance, 
among 
whom was a daughter from Uki­ 
ah. 
Mrs. Frltts, at 95. is pos­ 
sessed of all her faculties and Is 
enjoying good health. 
She has 
20 
grandchildren, 
24 
great­ 
grandchildren, five great-great­ 
grandchildren and eif;ht daugh- 
tets and one son living. 


NOW AT LIBRARY 


Mi s r.iovanna Brlcttrelll. who 
fomurly 
w o i ked in the Public 
Libtoiy. he. i again 
resumed 
a 
position 1•• • re. 


who wishes the superior i \ ; . 
Cleanine; done In skilled per 
glad to know that our door i- 


W ' 
S' 
1 - 
WE DYE TO PLEASE 


ij.cn to 


v o r 


!»rv 
ol ho 
\ our 


UKIAH CLEANERS AND DYERS 


-127 North State Street. Ukiah. Calif 


Mail Orders Given Prompt 
Attention 
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NOW OPEN 


Phone 1M8-W 
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MIXED DRINKS, WINES, BEERS - 
MUSIC 


Louie a n d Thelma M a z z a n t i 


In 
Connection 


J E A N ' S 
U R B E C U E 


... 
Featuring 


| 
Barbecued Meats and Fine Foods - Choice Steaks 


Jean a n d Porter Smith 
Phone 11 18-J 
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Box Shook 


Immediate Delivery on 50-pound 
Picking Boxes 


Extrp Sides a n d Bottoms For Repairing 


Quick Service 
on Special 
Sizes 


iHisiai 


THE DIAMOND 
MATCH 
CO. 


I,. 11. LOOSELY, MANAGER 
Telephone 42 
235 East Perkins Street 


INCOME TAXES 


HARRY C. HILDEBRAND 


Accountant 
and 
Auditor 


BOOKKEEPING SYSTEMS INSTALLED 


315 North State Street 
Ukiah. California 


Residence Phone ti2.I 


YOU'VE WAITED SO LONG 


for 


Sorry, wo don't have them; but ladies, they're on the 
way! In order to make the most fair and equitable dis­ 
tribution of them, wo will sell them only to those who 
have registered. Come in and leave your name and ad­ 
dress and size and we will notify you when your pair 
arrives. W-.- cannot accept registrations by phono. 
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A Newspaper with a Conscience and a Heart 


A FLYING LOG 
MAY PROBABLY 
STOP PRACTICE 


Dynamiting Big Tim­ 
bers Is Dangerous, 
Council Thinks 


SHACK-GARAGE WRECK 


A Hurtling Limb Hit 
Two Small Struct­ 
ures At Willits 


(Carried from Page One) 


Mr. Springer has been employed 
as mechanic by the Hammond 
Lumber Company, which Is now 
closed by a (strike, and thus he 
has a vacation. It has been some 
years since he was an auto me­ 
chanic iu Willits. 


Miss Mary Jan 
(Mae) Lewln 
and James W. Mulr were married 
at the Baptist church in Ukiah 
by Rev. Leonard Brown. 
Only a 
few close friends and 
relatives 
witnessed 
the 
ceremony. 
The 
bride, who recently 
moved 
to 
Willits 
from 
the 
east, 
is 
the 
daughter of Mr. and Mrs. Charles 
Murry, of this city. 
The groom 
is the son of Mr. and Mrs. Donald 
Muir of 
Willits, recently 
dis­ 
charged from the Navy and is 
employed by the 
Northwestern 
Pacific Railroad Company. 
Out Of Service. 


D. H. Cameron has received his 
discharge from 
the Army 
and 
is home with his parents, Mr. and 
Mrs. 
H. G. Cameron. 
He was a 
corporal in the Bomber Squad­ 
ron of the Air Force and served 
in the Pacific area. 


Now In Willits. 


Walter Knox has Ju-:l received 
his discharge from the Navy and 
Is'now home with his parents. 
Aged Lady Parses. 


Mrs. 
Julia Cox, aged 94, died 
at her home here last week. Mrs. 
Cox had been falling some time, 
due to usual age infirmities. She 
was born In Missouri. June 17, 
1851, 
and married to Dabney L. 
Cox in 1873 and they came to 
California and first settled in the 
Sacramento 
valley. 
Mr. 
and 
Mrs. 
Cox came to Willits in 1884 
and purchased 
the Maple Hill 
ranch a few miles west of town 
on which they lived until they 
retired and moved to town in 
1900 and purchased a home here. 
Mr. Cox and tin only son 
are 
dead. Funeral services were held 
at the Methodist church, Rev. 
William llai',gert,v officiating. 
Oldest Local Member. 


Deceased had been a devoted 
member of the Methodist church 
78 years and was the oldest liv­ 
ing member of the Willits Meth­ 
odist church. 


John W. Lcger came up from 
Treasure Island last week on a 
short leave for a visit with his 
parents. 


He Is Missing. 


James K. Johnson, age 22, of 
the Branscomb section, lias been 
reported missing since Monday. 
Mr. Johnson had taken his wife 
to Howard Memorial Hospital to 
have a baby, and at her request 
had started for Ukiah where he 
was to pick up Mrs. Johnson's 
sister and bring her to Willits. 
Since that time Mr.'Johnson has 
not been seen. 
Highway Patrol­ 
man Fred Hamilton has put. out 
a missing person bulletin to get 
a line on Mr. Johnson's where­ 
abouts. 
Mr Johnson was driv­ 
ing a Ford V-8 convertible coupe 
when last seen. 


At Family Home. 


Kenneth Ford received his dis­ 
charge from the Navy last week 
and Is now home visiting his par­ 
ents, Mr. and Mrs. W. D. Ford. 
He was In several of the Pacific 
battles dining his three 
years 
of service. 


To Observe Day. 


Founders' Day of the P. T. A. 
Will be observed here Wednesday 
at a public candle light cere­ 
mony. 
Tho program will consist 
of a review of the work and plans 
for the future. 
A report of the 
district meeting held at Ukiah 
will also be made. 


They Flew Here. 


Lieut. R. L. Fedrotti ar.d wife 
flew to Willits last week for a 
visit with Lieut.Pedro!ti's moth­ 
er and other relatives. 
He ex­ 
pects to be discharged from the 


BUILDING LOGGING 


ROAD INTO TIMBER 


7*? 


ALLENRU 


with Lemon 
Juice 


Men and women who suffer nagging 
aches and pains caused by Hhcumaiism, 
Neuritis, or Lumbago wani to rilicvc 
such symptoms promptly. To get such 
rclivf . . . try ALLIiNHU! Mix 2 table­ 
spoons of this line medicine with one 
tablespoon of lemon juice in a gluts of 
water. Untold thnmamk of folks use 
AU.INHV. 
Get AI.LLNKU lodiiy . . . 
85c at any drug store. 


Mr. and Mrs. Frank Williams 
and son, Ernest, of Big River, 
were In town Thursday. Mr. Wil­ 
liams, who recently sold a large 
amount of timber on Big River, 
stated the purchasers were build­ 
ing a fine road into the section 
and logging operations will be­ 
gin shortly. 


Marine Air Corps shortly. 


Arthur Thompson was called 
to Ukiah on business one day last 
week. 
» 


Redwood Valley Man Engaged. 
The engagement of Mrs. Pat 
Brewer and Sergt. Roy W. Jame­ 
son 
was announced 
here 
last 
week. 
Mrs. Brewer is a member 
of the staff at Howard Memorial 
Hospital and has lived here most 
of her life. 
The groom-to-be Is 
a son of Mr. and Mrs. Thomas 
Jameson, of Redwood Valley, and 
is 
a 
graduate 
of Ukiah 
high 
school after which he attended 
San Jose State College. 
Ho is 
now in the Air Transport Com­ 
mand, 
stationed 
at 
Hamilton 
Field, awaiting discharge. 
Date 
of the wedding has not been set 
but It will occur some time in the 
spring. 


Matron Is Showered. 
Mrs. 
LUa Alnsworth was given 
a stork shower at the home of 
Mrs. 
R. Ambroslni, assisted by 
Mrs. 
Pat 
Brewer. 
Some -very 
appropriate gifts were received. 
Put In Church Furnace. 
The trustees of the Methodist 
church arc having a furnace In­ 
stalled at an approximate cost 
of $700. The money was raised 
with but little solicitation. 
New Grange Officers. 
Little Lake Grange 
Installed 
new officers at the last meeting. 
The ceremony was conducted by 
District Deputy Henry Dickey as­ 
sisted by his team from Potter 
Valley. 
The 
officers 
installed 
arc: 
Master, Darrold Page; Ov­ 
erseer, John 
Secrist; 
Lecturer, 
Lillie 
Rouse; 
Steward, 
Clell 
Rouse; Assistant. Steward, John 
Yeager; 
Chaplain. 
Helen 
C. 
Moore; Treasurer, Murvyn Saw­ 
yers; 
Secretary, 
Mary 
Page; 
Gatekeeper, Wilson Page; Ceres, 
Helen London; Pomona, Joseph­ 
ine Pine; Flora, Ethel Harms; 
Lady Assistant Steward. Helen C. 
Moore; 
Executive 
Committee, 
Hank Haehl. 


Lodge Installed 
Officers. 
Willits Masonic Lodge had a 
public installation at the Temple 
last week and the usual large at­ 
tendance witnessed a ceremony 
which was conducted by Arthur 
Thompson, assisted by C. J. Rit- 
chel, who acted as master of 
ceremonies. 
New officers 
In­ 
stalled were Orville R. Archer, 
Master; 
Sidney 
Black, 
Senior 
Warden; Cileries Hodge, Junior 
Warden; A. B. Guslander, Sec­ 
retary; R. C. J. Ritschel, Treas­ 
urer; Fred Nelson, Chaplain; A. 
E. 
Staneart, 
Marshal; 
Edgar 
Heckenclorf, Senior Deacon; Lew 
Black, Junior Warden; 
Charles 
Zanella and Rop Flneaux, Stew­ 
ards; Bart Ducker, Tyler. 
A Successful Drive. 
The annual March of Dimes in 
Willits was wound up by a dance 
at the Park Pavilion 
Saturday 
night and a nice sum added to 
this most worthy cause. 
It now 
looks very much as if the Willits 
area will again lead the county 
in amount collected. 
About 300 
persons have joined Traffic 
Of­ 
ficer Fred Hamilton's Five Dol­ 
lar Club and this added to the 
numerous small sums may bring 
our gift up to about $2,000. 
Died In Sleep. 
George Henry Thrap died in 
hi.s sleep and was found the fol­ 
lowing morning by his brother, 
Hiram Thrap, with whom he was 
associated in the split stuff bus­ 
iness 
He was born in Humboldt 
county and 00 years of age. 
Mr. 
Thrap ranched In that county 
many years. 
He Is survived by 
hi.s wife and one son who Is In 
the armed services. Funeral ser­ 
vices were held at the Mortuary, 
Rev. William Haggcrty 
officiat­ 
ing and the remains were taken 
to hi.s old home In 
Humboldt 
tounty for burial. 


In Car Crash. 
One woman, Mrs. Harold 
J. 
Bohonan, was slightly Injured in 
an accident about three and one- 
half miles north of Laytonville 
last 
week. 
A car 
driven 
by 
Frank Jolonen, 08. of 
Eureka, 
swerved to the wrong side of the 
road and struck a car driven by 
Harold J. Bohonan, of the State 
Controller's office at Sacramen­ 
to. 
Mr. Jolonan was cited 
for 
reckless driving by Highway Pa­ 
trolman 
Fred 
Hamilton 
and 
pleaded 
guilty 
to 
the 
charge 
when taken before the 
justice 
court at Laytonville. 


Both In Wrong. 
Two cars, both of which were 
over the white line, collided near 
Tan Oak Park Thursday. 
Antone 
C. Colosimo, of San 
Francisco, 
drove one of the cars and John 
Hartwlg, of 
Detroit, 
Michigan, 
the other. Mr. Hart-wig's car was 
badly damaged in the accident. 
Went Off Highway. 
Wilbur Anderson's big new Pc- 
tnrbilt truck was slightly dam­ 
aged when it slid off the high­ 
way about 150 yards north of 
Rldgcwood Ranch 
entrance. 
Was Carrying Load. 
The 
truck 
and 
trailer 
were 
loaded with lumber going south 
when another truck going north 
forced Mr. Anderson over on the 
shoulder,of the highway. 
This 
proved tu be too soft for 
the 


THE 
PRESIDENT OF THE 
FISH-GAME BODY DIES 


Hiram L. (Poppy) Ricks, pres­ 
ident of the California Fish and 
Qame Commission, died at St. 
Joseph's Hospital, Eureka, 
fol­ 
lowing 
an 
Illness 
of 
several 
months. 


heavy load and gave way. 
Mr. 
Anderson's truck was not seri­ 
ously damaged and he was not 
injured. 


Married Quctly. 


Sally Vera Reltzell, a recent 
arrival from Louisiana, and Ed­ 
ward Lloyd Kline were married 
at'a home ceremony by Rev. Wil­ 
liam 
Haggcrty, 
pastor 
of 
the 
Methodist church. 
The groom 
was home on furlough 
and 
is 
with the Coast Guard in Pennsyl­ 
vania. 


More Winter, Sure. 
Saturday was Groundhog Day 
and, as usual. Bill Whitney made 
a special trip to the lower part 
of the valley to see the result. 
When Bre' Groundhog came out 
of his hole he looked around but 
could not see his shadow 
and 
went back into his hole for an­ 
other six weeks. Our annual rain­ 
fall is now but a little more than 
42 
inches and "Bill" hopes the 
spring rains will bring It up to 
the old average of at least six 
feet. 
Tuesday morning of last 
week we had another snow storm 
but It did not amount to much 
and was melted by midday. 
For Coming Event. 
A stork shower in honor of Mrs. 
Esther Williams was given at the 
home of Mrs. Flora Saxon, 'as­ 
sisted by Mrs. Louise Lawson. The 
first part of the entertainment 
consisted of a guessing game and 
all 
present 
wrote 
what 
they 
thought the sex of the arriving 
little stranger would be on a slip 
of paper. The girls won the con­ 
test. 
An immense basket, deco­ 
rated with pink and white crepe 
paper, was then brought In by 
Mrs. 
Lawson and Mrs. Saxon. 
It 
was filled to overflowing 
with 
beautiful and useful gifts, which 
were opened by Mrs. Williams 
and much admired. 
Guests were 
then served from a buffet table 
which held three beautiful, big 
cakes which were served 
with 
coffee. 


Saw Much Service. 


Thomas McDaniel, who has just 
received his discharge from the 
Marines, is here visiting his par­ 
ents. He was in the midst of the 
severe fighting on the Pacific isl­ 
ands and wears numerous badges 
and ribbons. 


Drove To Wisconsin. 
Mr. and Mrs. Val Peterson and 
daughter have returned from an 
extended auto trip to their old 
home in Racine, Wisconsin. 
On 
the trip they visited 14 states and 
Mexico. 


Many New Arrivals. 
Seven 
babies were born 
at 
Howard Memorial Hospital last 
month. 
A son to Mr. and Mrs. 
William McAllaster. He has been 
named 
Tommy 
William. 
A 
daughter to Mr. and Mrs. Del- 
bert Teeter; her name is Adell 
Sharcl. 
A daughter to Mr. and 
Mrs. 
Logan 
Anker 
has 
fcfreen 
named Judith Lee. 
A daughter 
to Mr. and Mrs. Claude Houston 
has been called Naomi Lee. 
A 
son came to Mr. and Mrs. Her­ 
man Sagehorn has been named 
Carl Ernest. 
A daughter to Mr. 
and Mrs. Don Alnsworth will be 
christened Barbara Lois. 
A son 
arrived to Mr. and Mrs. James 
Johnson and his name will be 
James Thomas. 
A son was born 
Mr. and Mrs. Eugene Garlicpp 
has been named Kenneth Pres­ 
ton. 


Sergt. Elbert Churchman was 
recently 
discharged 
at 
Camp 
Beale and came here to see his 
mother. 
Following a short vis­ 
it he made a trip to Oregon with 
his aunt 
but will return 
and 
make Willits his home. 


To Go To Old Job. 
Pfc. 
Caspar Kroh was di.scharg- 


* * * • • 
NO ABOLISHMENT 


, 
—_ 
« 


* 
The Board of Supervisors * 


* at Its meeting last week, af- * 
*- ter consideration, found no * 
* savings would be made, and * 
* efficiency 
would be lost if * 


* any Justices of the Peace * 
* were eliminated in Mendo- * 
* clno county and made an " 
* order directing no changes * 
* be made in the present sys- * 
* tern. 
, 
• 


THE DEL AQUA RANCH IN 
ANDERSON VALLEY SOLD 


The Herb Cochrane real estate 
agency reports rale of the Tony 
Deliacqua ranch near Boonville 
to Mr. and Mrs. James Foreman, 
of Sunnyvale. 
The ranch con­ 
sists of a fine apple orchard, a 
small vineyard and walnut or­ 
chard, together with 100 acres 
of range land and a pocket of 
timber containing about 1,000.000 
feet of virgin redwood. Mr. Deli­ 
acqua has owned the properties 
for about 30 years and has per­ 
sonally cleared the land of brush 
and • planted 
the 
present 
or­ 
chards. Mr. and Mrs. Deliacqua 
expect to retire on a 
smaller 
place in Anderson Valley. 


Ken 
Curtis, June Storey, JcIt Donnrll and Guinn Williams in a scene 
from Columbia's newest mimical, 'Song Of The Prairie." 


Friday And Saturday At The State 
Theatre 


SOLD PROPERTY 


Mr. and Mri. J, C. Diaz, of Lake 
county, have 
bought 
35 
acres 
from Mr. and Mrs. J. F. Nollett 
in Potter Valley and will estab­ 
lish a dairy farm there. The Men­ 
docino Realty made the sale. 


Editor A. A. Heeser, of The Fort 
Bragg Advocate-Mendocino Bea­ 
con, was here on business several 
days last week. 


Dennis Nyhern, one of the old- 
timers of Long Valley, after a vis­ 
it on tho Bay several weeks, was 
here enroute to Ills Laytonville 
home Friday. 
Mr. Nyhern was 
an early day blacksmith of his 
section. 


Gus Raymond, of Willits, pass­ 
ed Saturday in Ukiah. 
Mr. Ray­ 
mond 
is engaged 
in the 
split 
stuff business in his section. 


County Welfare Agent W. G. 
Golden was in Sacramento last 
week on official duties. 


BECAME A MASON 


George K; Hengeveld recently 
home from Panama where 
he 
was stationed during the war, 
joined thc'Masonie Lodge at the 
last meeting. 


EXPECT MORE RAIN 


After a spell of good weather 
lasting several weeks, rain again 
visited 
Mendocino 
Tuesday, 
"and it looks like we may have 
some more good storms in the 
offing," says The Beacon. 


********** 
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eel at Camp Beale and has re­ 
turned to his old home. He saw 
more 
than 
33 months 
service 
and 
had 
earned 
01 
discharge 
points. 
Fallowing a .short vaca­ 
tion he will resume his old job 
in a sawmill. 


•is? if^'v-'' 


C O O K I N G 
and BAKING 


taste 
better 
when 
pure 
milk is used 


rpilAT rich flavor that 
•*• finely 
prepared 
foods 
have comes from 
using 
plenty of sweet, pure milk. 
Order your daily supply 
from us, and bo sure of 
having tho best milk. 
Mitchell's Creamery 


423 North State Street 


California farming-- 


a billion dollar industry 


"The (ioldcn State" paid off a record cash income 
of $l,2iU)0:U)0(l to its farmers in 1945. 
This in­ 
come from farm sources other than livestock, com­ 
pares v>i!h $1,216,9(58,000 in 1911, $1,120,865,000 in 
1913 and a 1!).'5S-10 average of $390,332,000. 


Most valuable crop was the citrus—which had a 
farm value of over $200,000,000. 
Lettuce was the 
most 
valuable 
vegetable 
crop, 
returning 
over 
S55.270.000. 


•Walnut growers in this area will be interested to 
know that sixty-two thousand tons of walnuts gave 
a revenue of $31,-KM,000 — ranking ahead of al­ 
monds, pears, rite and beans. 


California banks help promote the State's great 
agricultural wealth. 
This bank, for instance, fin­ 
ances the growing and marketing of crops in this 
area, safeguards harvest funcls — and keeps abreast 
of local farm developments so that it can give first- 
rate service to every customer. 


S A V I N G S B A N K 


OF 
MENDOCINO COUNTY 


UKIAH 
HOPLAND 


BANK WITH US 
GROW WITH VB 


Member Federal Deposit Insurance Corporation 


!—EVERSOLE MORTUARY—-, 


Established 53 years 


in Ukiah 


School and Henry Sts. 


Phone 106-M 
j 


YOU will 
find 
many 
comfort­ 
ing 
uses 
for 
electric heat in 
your home. For 
electric heat is 
close-up 
per­ 
sonal 
warmth, 
right at 
hand 
and quick act­ 
ing at the snap 
ofaswitch.The 
new 
electric 
heaters 
are 
built into 
the 
wall, safe and 
out-of-the-way. 


/ 
p 


si! 
! 


"LJ: •A 


YOU HAVE YOUR 
choice of this well- 
known type of elec­ 
tric heater or the tall 
boy olectric heater of 
body length. 


changes COLD bathrooms 
into WARM dressing rooms 


ARE there rooms in your home 
which the furnace heat just does not 
seem to reach during these cold 
February days? Perhaps it is a bath­ 
room or dressing room or a corner 
room on the cold side of the house. 
In such "cold spot" locations elec­ 
tric heat is a perfect solution and 
comfort, The new electric heaters 
put forth a flood of heat quickly. You 
will find this heat sunny and clean 
and dry, just ideal for taking the 
chilly edge off a room, for warming 
clothes before dressing, for drying 
rain-soaked clothing, for drying hair 
and a hundred personal and com­ 
forting uses. Come in and see the 
new electric heaters on display in 
any of our company offices or at your 
favorite electrical dealer's store. 


See 
your dealer 
or... 
JP'Gr'^E* 
PACIFIC GAS AND ELECTRIC CO. 


Press Want Ads Always Bring Results 


IN THE SUPERIOR COURT OF THE STATE OF CALIFORNIA, IN AND FOR THE COUNTY OF MENDOCINO 


IN THE MATTER OF THE 


SEMI-ANNUAL REPORT OF THE PUBLIC ADMINISTRATOR 


OF THE COUNTY OF MENDOCINO, STATE OF CALIFORNIA 


TO THE HONORABLE SUPERIOR COURT OF THE STATE OF CALIFORNIA 
IN AND FOR THE COUNTY OF MENDOCINO: 
D. 
C. Smith, 
Public 
Administrator 
of 
the 
said 
County of Mendocino, State of California vesncci diilv 
nvibp« 
iik 
return and report of all estates of deceased persons which have come into his hands and rcmaininc imder Els 
S 
Administrator, for the period of six months ending with and Including Dec. 31, 1 9 4 5 . s a i d e i 
be 
n m d,, 
CM 1 ° 
Fniir 
suant to the provisions of Section 1153 of th% Probate Code of tho State of CaHlornla, tb-wit: 
P 
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7370 
Edward Ned McFarland 
322 70 
322 70 
°3 08 
22<M)2 
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7380 ; Maria Dc Wolf 
Nil 
1000 
innn 
MH 
S 
g °sed 


7382 
A. D. Barkflcw 
" 
514 47 
548 70 
12H7H 
4 H . o i 
M ! 
? osot 


7423 
Frank A. Da Voe 
2 393 63 
2 880 0° 
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•> a n n5 
M 
S 
0 s e c 


7432 
Matilda L. Davidson 
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7442 
Bernhard M. Ohland 
400 00 
Nil 
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7472 
William V. Chase 
Nil 
1 0 o o 
£ 1 
N 1 
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7480 
Peter Thlcscn 
510 00 
51000 
I 4 0 4 n 
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7482 
Joseph Bom.wski 
381 01 
370 03 
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7490 
Perry M. smith 
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Nil 
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7518 
William Fisher 
324 35 
324 35 
Nil 
171 rV 
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7S30 
Warner Miller 
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Vorne Johnson 
74 37 
74 3? 
N 
7 1 ^ ' 
m J 7 
P 
c " 
d 
, 
n B 


38 
S I S ' : ^ : : : : : : : : : : 2 » 
» : 
,10S 
PSSS 


!2S fPSfl'SS? 
: 
- 
= 
• 
- 
- 
, - 
H 
f 
}S 
i 
PSBJ 


7500 
Samuel J. Whitmeyer 
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Nil 
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STATE OF CALIFORNIA, 
I 
COUNTY OF MENDOCINO, 
| 
S S < 
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Subscribed and sworn to before me this 8th clay of January, 1940. 
D 
r 
q 
M 
T 
T 
t 
T 


II. M. BURKE County Clerk of the County of Mendocino 
j . f f i i „ i „ i 
1 1 


and ex-offleio Clerk of the Superior Court thereof. 
Public Administrator 


(SLAL) 
By Mary P. Hentjeveld, Deputy Clerk. 
37-60. 
Mendocino County 
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Classified 
Ad Rates 


1 time .... 10c per line 


3 times.... 20c per line 


6 times.... 35c per lino 
M i n i m u m charge, 50o 
3ount five words to the line 


FORJiALE 


N E E D T H E CASH 
193G Ford 
V-I) Deluxe S e d a n , below ceil­ 
ing price. 
201 Scott St.. P h o n e 
707-J, evenings. 
40-x 


F O R SALE — 4 - b u r n e r 
B u t a n e 


g a s 
r a n ^ e 
w i t h 
t r a s h 
b u r n e r 


a n d 
h o t 
writer 
coil. 
P h o n e 


31-Y-22. 
40-3c 


F O R S A L E - S t a n d a r d 
m a k e 
oil 
h e a t e r 
in 
fine shape. 
P h o n e 
311-Y-2. 
40-3p 


F O R SALE -—16 P l y m o u t h Rocks, 
pullets a n d o n e - y e a r - o l d s , $1.50 
e a c h . 
H 
B. K a r t e s , Box 
48, 
R e d w o o d Valley, Calif. 
40-3c 


F O R 
SALE 
Lady's bicycle. 
'In 
good 
c o n d i t i o n . 
R e a s o n a b l e . 
W r i t e 
B e t t y 
Keil, 
S a r a t o g a 
Sprlng.s, Lake. County. 
39-2p 


F O R S A L E 
Old style 
s q u a r e 
g r a n d p i a n o ; a real buy a t $25. 
P h o n e 790. 
39-2p 


F O R SALE - 
P e r c h e r o n 
horse, 
w e i g h t 
1700 
p o u n d s ; 
color 
b l a c k ; age 8 years; 
t h o r o u g h ­ 
ly s o u n d 
a n d 
h e a l t h y . 
Price 


$125. 
See E. O. Lynch, 
R e d ­ 
wood Valley, east side. 
40-3p 


FOR 
SA!.E 
Newburg Air Cooled 


DRAG SAWS 


W e h a v e been a p p o i n t e d M e n d o ­ 
cino county dealer 
for 
t h e Newburg 


Falling and Bucking 
SAW 


AIR COLLED 


We 
carry Saws and a complete 
stock of parts 
Call 722 
UKIAH FARAAERS' CLUB 


39-3o 


r O R SALE 
Men's 
r e - c o n d i t i o n ­ 
ed bicycles a t a b a r g a i n . 
Roy 
Beck. P h o n e 15F4 or 275. 
38-3x 


F O R 
SALE 
Wood 
cook 
range, 
cot, bed a n d 
spring-., 
dr"-.';er, 
m i s c e l l a n e o u s tools of ail kinds, 
all .second-hand. 
.1. W. Cnweii. 
440 N. Bush St.. Ukiah. 
P h o n e 


1132. 
39-3-) 


FOR 
SALE 


JACUZZI PUMPS 


Jacuzzi m a k e s a pump for every 
purpose: 
Deep well or 
shallow 
well, high pressure or low pres­ 
sure. ..Don't wait until your old 
p u m p breaks down. Order a 


new Jacuzzi now. 


We 
have them in stock 


Call 722 
UKIAH FARMERS' CLUB 


39-3C 


FOR 
SALE 
REAL ESTATE 


F O R SALE - 4 0 acres on Eel riv­ 
er, good c o u n t y road, easily a c - 
cessable, 
close 
to 
electricity; 
i d e a l for s m a l l 
farm 
oi 
s u m ­ 
m e r c a b i n ; $1,500. 
H e r b Coch­ 
r a n e . 
40-lc 


FOR SALE 
G o o d - p a y i n g 
g e n ­ 
eral f a r m on a m a i n 
h i g h w a y , 
h o m e 
completely 
m o d e r n , 
14- 
acr-e 
o r c h a r d , 
10 
a c r e s 
rich 
f a r m 
land, 
G5 acres 
p a s t u r e ; 
all e q u i p m e n t 
i n c l u d i n g 
t r a c ­ 
tor, plows, etc.; $16,500. 
H e r b 
C o c h r a n e . 
40-lc 


FORSALE^ 


F O R SALE 
C h i c k e n 
r a n c h 
for 
3,000 birds, good m o d e r n h o m e , 
b a r n a n d o t h e r b u i l d i n g s ; also 
15 acres of good v i n e y a r d , live 
acres 
p e e r s , 
t r a c t o r 
a n d 
all 
e q u i p m e n t , a b o u t 10 m i l e s from 
U k i a h on c o u n t y r o a d ; $18,000. 
H e r b C o c h r a n e . 
4 0 - l c 


FOR 
SALE 


DAIRYMEN 


Let your cows be the judge 
Install a n e w 


MILKER 


anil watch the difference. •• 
Y o u r cows like to be m i l k e d by a 
DeLaval. 
E x p e r i e n c e d 
o w n e r s 
a r e 
m i l k i n g 
t h e i r 
cows 
d r y 
in 
t h r e e m i n u t e s w i t h 
a 
D e L a v a l . 
Let us quote you. 
Call 722 


UKIAH FARMERS' CLUB 


39-3c 


EMPLOYMENT 


UNUSUAL OPPORTUNITY 


FOR 
YOUNG M A N 


COMMERCIAL WORK 


F o r P a r t i c u l a r s Sec H. A. Haskell 


THE 
PAC. 
TEL. 
& TEL. 
C O . 


199 S o u t h School 
l e i . 8-10 


W O O D C U T T E R w a n t e d ; all tools 
a n d c a b i n furnished. 
Eel River 
P a r k & Lodge, P o t t e r Valley. 


38-3p 


W A N T E D 
refined 
lady 
t o 
t a k e 
t r a i n i n g 
to 
b e c o m e 
cosmetic 
c o n s u l t a n t for responsible 
p o ­ 
sition 
in 
M e n d o c i n o 
C o u n t y . 
Write Lsham, Box 221, F a i r f a x , 
Calif. 
36-6c 


i W A N T T O R E N T a r o u n d 10 a c r e s 
good 
l a n d 
u n d e r 
i r r i g a t i o n . 
Box 527, U k i a h . 
38-2c 


F U R S W A N T E D - - Dry or g r e e n . 
Prices 
good. 
I 
p a y 
p o s t a g e . 
W. H. F i t z h u g h . 1023 B u s h St., 
S a n t a Rosa, Calif: 
38-fip 


W A N T E D 
E x p e r i e n c e d 
sales 
girl for s t a t i o n e r y 
d e p a r t m e n t . 
Ra.sco <S: Co.. 120 W e s t 
S t a n d - 
ley St.. U k i a h , Calif. 
31)-3c 


MISCELLANEOUS 


The 
Opening of the 


HOPLAND CAFE A N D 
FOUNTAIN 
Good food and refreshments 


at popular prices 
Look for the Neon "Eat" sign 


37-2c 


Roofing of All 
Kinds 


No job too large 


or too s m a l l 


Herman 
Runkel 


111 W. Perkins St. 
l'hone 102 


PRESSON ELECTRIC 


109 S o u t h State Street 


Norge and 
Bendix 
Dealer 


SPOUTING 
GOODS 


State Licensed Contractor 


All Kinds of Electrical Service 


CALL 293 


Agent for Mazda L a m p s 


Classified 
a d v e r t i s i n g ui 
T J v 
R e p u b l i c a n P r e s s r a r e l y fails 
I 
get quick, s a t i s f a c t o r y r e s u l t s . 


CATCH FEW STEEI.HEAD 


F i s h i n g .'or s t e e l h c a d h a s 
n o t 
been so good or late a n d b u t a 
few large fUh 
a r e being 
t a k e n . 
T h e h e a v y r a i n s tlie first of t h e 
.season h a v e given t h e fish a fine 
o p p o r t u n i t y 
to 
go 
up 
to 
t h e 
s p a w n i n g g r o u n d s . 


Harold La Porte 
Licensed Building Contractor 


NEW CONSTRUCTION 
REMODELING 


P h o n e 552-J 
499 N. S t a t e St. 


ARCHITECTURAL 


DRAFTING 
* 


John Wilson 


Box 
32 
Ciilpella. Calif. 


Garbage 
Service 


ONCE A WEEK, only $1.00 per 
m o n t h . 
P h o n e 780 or 35, Uki­ 
a h Sanitary Disposal Co., 51( 
Low G a p Road. 
6-tfo 


PRINTING—All kinds, done 
the 
w a y you w a n t It, at T h e R e p u b ­ 
lican Press oTflce. We have the 
equipment ond the 
knowledge 
that c o m e s with m a n y 
years' 
experience 
to 
do 
the 
work 
right. 
See us for any printing 
problem you m a y have. 
T h e 
Republican Press, Press Build­ 
ing, North School Street, U k i ­ 


ah, 
Calif. 
P h o n e 360. 
5-tfx 


1941 INDIAN S C O U T S p o r t M o ­ 
torcycle; j u s t like new. 
I n q u i r e 
S t a t e T h e a t r e M a n a g e r . 
21-3x 


F O R 
SALE 
- 
F i n e 
2 - b e d r o o m 
h o m e , 
new, 
good 
residential 
section, close to schools; $8,000. 
H e r b C o c h r a n e . 
40-lc 


F O R SALE 
S h i n g l e mill in good 
c o n d i t i o n . 
F r a n k D u n n , 
F o r - 
t u n a , 
California. 
40-5c 


F o : 
t S A L E 
150-acre f a r m , l o c a t ­ 
ed n e a r T a l m a g e ; 50 acres u n ­ 
d e r c u l t i v a t i o n , b a l a n c e 
g r a z ­ 
i n g l a n d . 
P r i c e $14,750. 
Fred 
L. Nassic, 111 W. P e r k i n s 
St., 
U k i a h . 
40-3c 


F O R SALE - 4 acres of l a n d a n d 
a 
good 4 - r o o m 
h o u s e 
in 
good 
district; 
would 
m a k e 
a 
good 


^ 
subdivision. 
L a n d 
all 
level. 


^ 
M e n d o c i n o R e a l t y . 
38-2c 


F O R 
SALE - 38-acre 
f a r m . 
10 
acres In g r a p e s . 
M o d e r n h o u s e 
a n d g a r a g e . L a r g e B a r n . 
P r i c e 
$10,500. 
F r e d L. Nassle, 111 W. 
P e r k i n s St., U k i a h . 
40-3c 


W A N T E D 
A cook for family of 


two. 
Good 
r o o m 
a n d 
good 
wage. 
Appy 
Mrs. H. O. 
Clc- 
land. U k i a h . 
36-3c 


W A N T E D 
H e a t e d a p a r t m e n t 
or 
h o u s e k e e p i n g 
r o o m 
for 
lady, 
alone. 
P h o n o 595-J. 
38-3e 


USED CARS W A N T E D . 
C o m e in 
a n d get our a p p r a i s a l . 
W. G. 
Cox. 
5-tfc 


MISCELLANEOUS 
SANDY LOAM 


EXCELLENT QUALITY 


We 
will deliver 


FORD GRAVEL CO- 


Ukiah, Calif., Tel. 581-J 


Install your new fireplace 


N O W 


We Have 
. 


SUPERIOR FIREPLACES 


complete with grills in stock 
Call 722 


UKIAH FARMERS' CLUB 


39-3c 


Danny Kayc is overwhelmed by die beamy of Ins lovclv leading i.i.lv. 


Mayo, in this scene from the technicolor hie "WonJcr Man." 


WEDNESDAY 
THURSDAY 


$5.00 REWARD 


F O R R E T U R N of a bicycle t a k e n 
from 453 N o r t h School 
s t r e e t . 
No q u e s t i o n s 
asked. 
P h o n e 
314-W. 
3 9 - l c 


TIRE USERS 


F I R S T - G R A D E R U B B E R is now 
available tor recapping. 
Top 
quality n e w tires in stock. First 
class tire vulcanizing. 
BUD'S TIRE SHOP 
533 S. State St. 
P h o n e 215 


18-4C 


F O R SALE 
22 a c r e s of vineyard 
a n d a c h i c k e n f a r m n e a r Uki­ 
a h . 
Very 
m o d e r n 
i m p r o v e ­ 
m e n t s 
a n d 
farm 
i m p l e m e n t s . 
P r i c e $24,300. 
Fred L. Nassle, 
111 W. P e r k i n s St., U k i a h . 40-3c 


Press Want Ads always pay 


ROOFING 


Built-Up Roofing 


Composition Shingles 


• 


Asbestos Siding 


a n d 


Modernizing 


FREE 
ESTIMATES 


WORK 
GUARANTEED 


ho yourTites 
A/eeJa Jacia£? 


sse us 


(YOUR SJCMATUAt HERD 


.. 
mCAH.BEPAIRS- NEW 
• USED • c'~"'•• 


CARROL WEEKS 


Perkins and Main Streets 
Phone 1131 


For Every Occasion 


We 
can provide you exactly what is 
appropriate in 


FLOWERS and 


Floral Pieces 


Orders 
for funeral 
flowers 


carefully 
attended 
to 


Telephone 290 
Ukiah, California 


UKIAH 
FLORAL NURSERY 


K. N. H K N G E V E L D & SON 


107 
S. State St. — Phone 101 
ilillll 


WARREN FACES 
REJECTION BY 
PARTYCHIEFS 


"Non-partisanship" Is 
Certain To Encoun- 


1 ter Hard Fight 


OLD POLITICAL H U P 


Kenny Was Warhorse 
Of Warren In Race 
Four Years Ago 


(By Clem Whittaker) 


II. 
S. Senator Sheridan Dow- 


' ncy's action in bowing out of 
the )!>4(i gubernatorial rotitrsl, 
leaving (he Democratic field tn 
Attorney 
General 
Robert 
\ \ . 
Kenny, has culled for another 
reshuffling of California's po- 
itical d e c k — a n d it's still a ills 
gamble as to who will pick up 
the aces! 


Long Were Political Pals. 
T h e D a m o n a n d P y t h i a s politi­ 
cal 
r e l a t i o n s h i p 
which 
tins 
e x ­ 
isted 
b e t w e e n 
G o v e r n o r 
E a r ' 
W a r r e n 
a n d 
A t t o r n e y 
G e n e r a l 
K e n n y for s o m e y e a r s past, even 
t h o u g h G o v e r n o r W a r r e n i.s a R e ­ 
p u b l i c a n 
a n d 
A t t o r n e y 
G e n e r a l 
K e n n y a D e m o c r a t , a d d s a biz­ 
a r r e 
t o u c h 
to 
t h e 
s i t u a t i o n 
as 
p a r t y l e a d e r s try to p i c t u r e 
t h e 
two m e n as rival c a n d i d a t e s 
for 
G o v e r n o r . W i t h G e n . K e n n y now 
vitually c e r t a i n to e n d u p as t h e 
D e m o c r a t i c n o m i n e e , as 
r e p e a t ­ 
edly forecast in t h i s c o l u m n , po­ 
litical 
chiefs 
a r e 
a s k i n g 
t h e m ­ 
selves t h e t r o u b l e s o m e question'. 


" C a n W a r r e n 
beat 
K e n n y , 
or 
vice versa'.'" 


W h e n Earl W a r r e n r a n for At­ 
torney 
G e n e r a l 
it w a s 
a c c e p t e d 
by R e p u b l c a n s Mr. W a r r e n 
h a d 
t h e blessing of t h e n S e n a t o r Bob 
K e n n y , w h o w a s very s t r o n g 
in 
Lo.s Angeles at. t h a t t i m e . 


In The 
D a r k . 


As yet, n e i t h e r t h e 
R c p u b i e a n 
nor D e m o c r a t i c big-wigs are : a t - 
i.-d'ied t h e y know t h e a n s w e r , be 
lcau.se W a r r e n 
a n d 
K e n n y 
h a v e 
' p l a y e d political poker so often as 
p a r t n e r s no one is quite sure how 
e i t h e r 
m a n 
will 
fare 
if 
pitted 
a g a i n s t t h e o t h e r . 


Sec- 
No Opposition. 
G e n . 
K e n n y , 
however, 
with 
S e n a t o r 
Downey's 
w i t h d r a w a l 
from t h e g a m e , is fairly 
a s s u r e d 
of a clear field for his own n o m ­ 
i n a t i o n . 


Republicans Arc Dissatisfied. 
G o v e r n o r W a r r e n , on t h e o t h e r 
h a n d , 
faces a g r e a t l y 
increased 
likelihood h e will n a v e to b a t i k 
1 


it o u t w i t h G O P ' e r E a r l l.ee Kelly 
for t h e R e p u b l i c a n 
n o m i n a t i o n , 
d u e to t h e s e factors: 


1. 
T h e o p e n l y e x p r e s s e d c o n ­ 
viction on t h e p a r t of m a n y R c ­ 
p u b i e a n 
l e a d e r s G o v e r n o r 
W a r ­ 
ren a n d G e n . K e n n y a r e so close­ 
ly akin in t h e i r political p r o g r a m s 
a W a r r e n - K e n n y 
c o n t e s t 
would 
leave 
m i n d l e - o f - t h e - r o a d 
a n d 
c o n s e r v a t i v e 
voters 
bereft 
of 
a 
c a n d i d a t e , 
w i t h 
no 
p a c e 
to 
go 
o n election day, e x c e p t 
.lshl'ig. 
2.—Serious doubt in GOl* in­ 
ner circles as lo w h e t h e r Gov. 
Warren would be willing In put 
on the kind of a fight 
neces­ 
sary to beat Gen. Kenny. Many 
of 
the 
strategists 
feel 
Gov. 
Warren 
would 
m a k e 
a 
futile 
effort 
to out-bid Gen. 
Kenny 
for 
the 
pseudo-liberal 
and 
leftist 
vote and 
would 
refuse 
to slug it out with Gen. K e n ­ 
ny's ClO-PAC backers. 


3. 
S o m e 
of 
t h e 
top 
G O P 
l e a d e r s w h o t h o u g h t Gov. 
W a r ­ 
ren could beat S e n a t o r 
Downt-j, 
d o n ' t 
t h i n k 
h e 
c a n 
b e a t 
G e n . 
K e n n y 
a n d a r e c o n v i n c e d 
t h e 
p a r t y 
m a s t 
h a v e 
a n e w 
n o m l - 


lee, 
willing 
to c a r r y 
t h e 
flgi 
-.?- 
to G e n . K e n n y on t h e Issue of 
r a d i c a l i s m 
a n d 
n o t 
pull 
hLs 
p u n c h e s . 


With Downey out ot the fight, 
w a t c h Earl Lee Kelly, Warren's 
Republican 
challenger. 
Mr. 
Kelly's stock has boomed since 
it b e c a m e known G e n . Kenny 
probably will be the Democrat­ 
ic n o m i n e e — a n d a full-fledged 
revolt may soon 
manifest 
it- 
telf In the Republican Parly. 
Will Not Accept Him. 
F r o m all over California 
c a m e 
r e p o r t s leaders, w h o usually work 
faithfully a n d p u t u p t h e m o n e y 
to 
c o n d u c t 
c a m p a i g n s 
for 
t h e 
succes.s of the. R e p u b l i c a n 
p a r t y , 
will n o t go along with 
G o v e r n o r 
W a r r e n . 
T h e y 
c o n t e n d 
they 
m i g h t ju.st an well ha"vc n o p a r t y 
affiliations 
as to h a v e to s w a l ­ 
low t h e " N o n - p a r t i s a n s h i p " t h e ­ 
ories of G o v e r n o r 
W a r r e n . 
Is Out Of Step. 
T h e r e is no g e t t i n g a w a y 
from 
t h e 
fact 
.scores 
of 
n e w s p a p e r s 
t h a t w e r e for W a r r e n four y e a r s 
ago will balk a t t h e a t t e m p t of 


| G o v e r n o r 
W a r r e n 
to 
seek 
re- 
[ e l e c t i o n a n d e x p e c t t h e 
s u p p o r t 
of R e p u b l c a n l e a d e r s a n d n e w s - 


SUPERINTENDENTS OF 


SCHOOLS MEET HERE 


Section Five of t h e Association 
of California 
Public School 
Su­ 
p e r i n t e n d e n t s will m e e t In Uki­ 
ah. 
S a t u r d a y , 
F e b r u a r y 
10. 
at 
12:15 p.m.- 
A l u n c h e o n 
m e e t i n g 
is p l a n n e d for t h a t t i m e at 
T h e 
Palace 
Hotel. 
R e p r e s e n t a t i v e s 
of 
t h e 
S t a t e 
D e p a r t m e n t 
of 
E d u c a t i o n 
a n d 
.superintendent s 
of 
t h e .schools of N a p a , 
M a r i n . 
S o n o m a , Lake. M e n d o c i n o . H u m - 
bold. T r i n i t y a n d Del N o r t e c o u n ­ 
ties will be in a t t e n d a n c e . 
Oliver 
R. 
H a r t / e l . 
S u p e r i n t e n d e n t 
of 
S a n Rafac! City Schools, is c h a i r - : 
m a n of t h e Sectoin. 


MRS. 
CA9RIE fERRY 
DIED HERE .MONDAY 


Mrs. 
Carrie P e r r y died M o n d a y 
m o r n i n g 
a t 
h e r 
h o m e 
on 
t h e , 
s o u t h H i g h w a y . 
Mrs. P e r r y c a m e | 
h e r e 
25 y e a r s 
a g o 
a n d 
was 
82 
y e a r s of age a n d owned consider- , 
able local p r o p e r t y . 
Mrs. Perry 
leaves t h r e e c h i l d r e n , Walter, of 
U k i a h , Willis, of Oarbervllle. Mrs 
1 


M a y R e m s t e d t , of T r i n i t y c o u n t y . ' 
a n d t h r e e b r o t h e r s , Walter, Willis | 
a n d 
C h a r l e s . 
F u n e r a l 
a r r a n g e - j 
nvents a r c p e n d i n g . 
T h e body Is 
at O r m s b e e F u n e r a l 
H o m e . 


FRED MESSERLE W A S 


BURIED O N SATURDAY 


F r e d 
Messerle, a g e d 
19, 
d i e d 
1 


h e r e J a n u a r y 31. 
Deceased 
was 
about 79 y e a r s of age. 
He h a s a ' 
b r o t h e r . J o h n , of Coos Bay. O r e - , 
gon. 
G r a v e s i d e 
services 
were 
held in S a n t a Rosa a t Odd 
Fel- 
lows c e m e t e r y , T h e O r m s b e e Fu- ! 
n c r a l H o m e h a n d l i n g t h e funeral', 
a t S a n t a Rosa. 


LOUIS GUIDI NAMED 


FOREMAN AT VALLEJO 


Mr. a n d Mrs. Louis Guidi h a v e 
been h e r e several 
d a y s 
visiting 
Mr. Guidi's p a r e n t ; a t T a l m a g e . 
Mr 
G u i d i h a s been at V a l l 
n j o u 
n u m b e r of vears, w o r k i n g as an 
electrician a n d h a s received t h r e e 
p r o m o t i o n s . 
Hie most 
recent 
ot 
which bestowed upon hir.i a f.-re- 
man.ship 


P r e s s Want:.?..; n a v e repeatedly 
proven sure-fire result getters. 


CREAM SHIPPERS 


Our trucks leave Ukiah for 
Petaluma at G:30 every 
Monday and T h u r s ­ 
day morning 


Leave c r e a m at, Mitchell 
Creamery 


S. E. MITCHELL 


OR. 
C. E. ROBERTS 


OPTOMETRIST 
Quick Repair and Replace­ 
m e n t Service 
P h o n e 285 — Ukiah 


NOTICE: TO 
CREDITORS 


In 
t h e 
S u p e r i o r C o u r t 
of 
t h e 
S t a t e of California, in a n d 
for 
t h e C o u n t y of 
M e n d o c i n o . 
In t h e M a t t e r of t h e E s t a t e of 
ELIZA BILL, 
Deceased. 
Notice is hereby given by 
t h e 
u n d e r s i g n e d e x e c u t r i x of t h e e s ­ 
t a t e of 
Eliza 
Bill, deceased, 
to 
t h e creditors of a n d all 
p e r s o n s 
h a v i n g 
claims a g a i n s t 
said 
d e ­ 
c e d e n t to file t h e m with t h e n e c ­ 
essary 
v o u c h e r s 
w i t h i n 
six 
m o n t h s after 
t h e 
first 
publica­ 
tion of thLs notice, in t h e 
office 
of t h e Clerk of t h e a b o v e - n a m o d 
Court, or to e x h i b i t t h e m 
Willi 
t h e 
necessary 
v o u c h e r s , 
w i t h i n 
six m o n t h s a f t e r tho d a t e of t h e 
first 
publication 
of 
t h i s 
notice, 
to said e x e c u t r i x a t t h e office ol 
H. L. P r e s t o n , A t t o r n e y at 
Law, 
in t h e Preston Building, a t U k i ­ 
a h , 
California, 
w h i e h 
said 
last 
n a m e d place t h e u n d e r s i g n e d ex­ 
e c u t r i x 
selects 
as t h e 
place 
of 
business 
in 
all 
m a t t e r s 
a p p e r ­ 
t a i n i n g to or c o n n e c t e d with t h e 
said 
esstute 
ot 
Eliza 
Bill, 
d e ­ 
ceased. 


ANA BILL HAUBE, 
E x e c u t r i x 
of 
t h e 
Es­ 
t a t e of Eliza Bill, d e ­ 
ceased. 


II. 
L. P R E S T O N 
P r e s t o n Building 
U k i a h , 
California. 
A t t o r n e y for E x e c u t r i x 


First publication in U k i a h R e ­ 
publican Press, J a n . 3D, 1MB. 


p a p e r s w h e n it is p a t e n t he doe.', 
not, in 
fact, reflect 
their 
view.-, 
a n d h a s d o n e m o r e , probably, to 
w e a k e n 
p a r t y 
affiliation 
t h a n 
a n y c a n d i d a t e t h e G. O. P. h a ; 
h a d In t h e p a s t half c e n t u r y . 


Press Want Ads a i w a y ^ y a ^ 


NOTICE OK SALE OF 
RKAL ESTATE 


In 
t h e 
S u p e r i o r C o u r t 
of 
t h e 
S t a t e of California 
in a n d 
for 


t h e 
C o u n t y of Mendocino. 


In the M a t t e r of t h e E s t a t e of 
J A R E D E M E Y E R . ai.-o k n o w n 
a s JOHN A. R E D E M E Y E R . da- 
censed. 


No 7581. 
Notice i.s hereby given t h a t 
the 
u n d e r s i g n e d 
AriminlMrntnr 
ot 
ilie a b o v e - n a m e d 
e s t a t e will on 
or a f t e r 
10 o'clock A M 
of 
t h e 
11th d a y of March. ItMfl. at 
the 
ofTice 
of 
J. 
R 
T h o m a s 
in 
the 
Preston Bldg.. in Ukiah. M e n d o ­ 
cino C o u n t y . California, 
sell 
at 
private 
' a l e to t h e highest, 
a n d 
be.st bidder for cash, a n d subject 
to 
c o n f i r m a t i o n 
by 
t h e 
above 
n a m e d 
Superior' Court, 
all 
t h e 
right, 
title, 'interest 
a n d 
estate 
:>f tile above n a m e d deceased 
at 
tho t i m e of Ills d e a t h , a n d all tlie 
light, title a n d interest, t h e said 
e s t a t e lias, by o p e r a t i o n of 
law. 
or o t h e r w i s e , acquired oilier t h a n 
or In a d d i t i o n to t h a t of t h e .said 
deceased 
a t 
t h e 
t i m e 
of 
his 
d e a t h , in a n d 
to nil those 
cer­ 
t a i n lots or parcels of land 
a n d 
real 
p r o p e r t y 
.situate 
In 
said 
County 
of 
M e n d o c i n o . S t a t e 
ol 
California, 
described 
as 
follows, 
to wit: 


PARCEL O N E . P r o p e r t y k n o w n 
as 
t h e 
Vichy S p r i n g s 
property, 
a n d 
p a r t i c u l a r l y 
described 
a n d 
b o u n d e d a s follows: 


B o u n d e d on t h e N o r t h by S u l ­ 
p h u r Creek 
a n d 
l a n d s 
formerly 
owned by Howard, on t h e S o u t h 
by l a n d s formerly owned by I.lllle 
H. MeClure and "the E s t a t e of .1 


P. Hoffman, on t h e West by R u s ­ 
sian River a n d on t h e East by tin- 
East line of t h e Yokayo R a n e h o , 
a n d 
being 
portions 
of 
Lots 
89. 
90 a n d 97. of Healey's Survey and 
M a p of Yokayo R a n e h o . 
Includ­ 
ing UkiuhoVichy .Springs a n d arl- 
lacent 
lands in T w p 
1ft 
North. 
R a n g e 12 WcM, M D. M. 


Also Lots 2 3 and 4. S o u t h e a s t 
q u a r t e r . S o u t h half of N o r t h e a s t 
qua i t e r of Sec. 11. Lots I a n d 2. 
N o i i h c a - t 
q u a r t e r . 
N o t h o a s t 
q u a r t e r 
of 
S o u t h e a s t 
q u a r t e r . 
Southeast 
q u a r t e r 
of 
N ' f t h w e s t 
q u a r t e r of See. 11 in T w p 
la N . 
R a n g e 12 West. M D 
M. 


' E x c e p t i n g 
li'oiu 
the 
above, 
however, o n e aere sold 
to Lou- 
ella Redeini-yer by d e e d 
recorded 
in Book 110 at 
page 
1!15 of 
Ol- 


ll o.'l 
Re ' , n l ' . 
of 
M ' M i d o e l n o 
C niniy. 
California 
Al.-» 
13 74 
;»•:•«».. h e r e t o l o ; 
conveyed I ' t h e 
County 
i-f 
M e n d o c i n o 
t o r 
road 
purpo'-e.-;. i 


PARCEL T W O : 
All t i n t 
por­ 
tion i 1 property d e •crib! d in the 
above Parcel O n e l o e a ' e d wit I n n 
t h e followine, described 
b o u n d a - 


rie-. 
t o - w i t . B e g i n n i n g at a post 
m a r k e d 
Y N-' 
3 at 
SW. 
< o u t e r 
of Lit 
1 in See. 11. T w p . 1,'J N.. 
R a n g e 
12 
W.. 
M. D 
M . 
run 
t h e n c e 
N. II 
2.V E. to NE. cor­ 
ner ef Lot 97 o | lleaiey'.s Survey 
a n d 
M a p 
of 
Yokayo 
R a n e h o . 
then;-.: S. HI) 30 W 72 c h a i n s to 


'pu-t 
m a r k e d N2. t h e n c e S t) 
3U' 
K 41 72 chain.-. 1 > S u l p h u r C i " e k , 
t h e n c e Westerly down .said creek, 
following 
its curves 
a n d 
m e a n ­ 
dering, to its j u n c t i o n Willi R u s ­ 
sian River, t h e n c e Easterly 
and 
! S o u t h e r l y d o w n 
said river to S 
i line of I o t !)() of Healey's Survey 
' a n d 
M a p 
of 
Yokayo 
Ranch..), 
t h e n c e 
Easterly 
along 
said 
S 
line of Lot 
ill). 72 c h a i n s lo W. 
line ol the land l o r m e r l y belong­ 
ing to MeClure, t h e n c e 
N o r t h e r ­ 
ly along W. line of said 
MeClure 
land 48.(if) c h a i n s to po-t 
m a r k e d 
Y on N o r t h side and M on S o u t h 
side. T h e n c e N. 18 
75' E. 3!).7(i 
. c h a i n s to post m a r k e d 97. t h e n c e 
IN. 22' W. 20 c h a i n s to po.st m a r k - 
is d Y No 4 a; NW. c o r n e r of Lot 
2 In See. 14. T w p 
15 N., H. 12 W., 
IM. D. M., t h e n c e Easterly 
along 
:.said N. line of said Lot 2 to point 
'or 
b e g i n n i n g . 


T o g e t h e r Willi t h e w a t e r of Sul­ 
p h u r C r e e k on Lot 4, a n d 
S W 
1 , 
':>f S E 
1 , of Sec. 11. T w p . J. 
r> N., R. 


' 12 W., M. D. M., to r c e r v o i i - n e a r 
Vichy Sprlng.s, a n d r i g h t s of way 
for conveying said w a t e r to said 


I reservoir 
a n d 
lo 
t h e 
i m p r o v e - 
Mnent.s a t said Vichy Sprlng.s. 


P A R C E L T H R E E : 
All of Parcel 
O n e 
above 
described 
excepting 
t h a t portion thereof described In 
' P a r c e l Two herein above. 


PARCEL FOUR. 
T h r e e 
h u n ­ 
dred 
a n d 
t w e n t y 
acres of 
land 
s i t u a t e 
in 
M e n d o c i n o 
County. 
California, 
and 
p a r t i c u l a r l y 
de­ 
scribed as t h e East half of Sec- 


• tion 18 In T w p . 18 N. R a n g e 11 
W.. M. D. M. 


Bids must 
be in writing 
and 
m a y be filed in the olfiee of the 
C o u n t y Clerk in Ukiah, 
Calilor- 


1 nia, or m a y be left with t h e u n ­ 
d e r s i g n e d 
a d m i n i s t r a t o r 
a t 
t h e 
office of J. R, T h o m a s , his a t t o r - 
' n e y , 
in 
t h e 
P r e s t o n 
B l d g , In 
Ukiah, 
California, 
nt 
a n y 
time 
after t lie first publication'of 
tills 
notice. 
Bids may 
b e marie 
for 
t h e 
whole 
of 
i h e p r o p e r t y 
de­ 
scribed 
in 
Parcels 
One, 
Two, 
T h r e e a n d Knur herein described, 
or tor a n y one or m o r e of 
such 
parcels. 
T h e 
u n d e r s i g n e d 
ad­ 
m i n i s t r a t o r ic-'erves the right 
to 
reject a n y and all bids t h a t 
m a y 


Le 
m a d e . 


A deposit 
of 
ten 
p e e c e n t 
ot 
a m o u n t 
bid 
m u s t 
a c c o m p a n y 
such bid. T h e b a l a n c e ot t h e p u r ­ 
c h a s e price to be p a i d , u p o n 
c o n - 


Mrs. 
H a r r y 
E. S h i n n n i n 
a n d 
d a u g h t e r of P o t t e r Valley 
w e r e 
h e r e M o n d a y to a t t e n d 
t h e 
fu­ 
neral of Mrs. H a r r y Carr. 


Attention, Voters! 


All p e r s o n s who wish to 
vote 
a t 
t h e 
Direct P r i m a r y 
Election 
on 
T u e s d a y . 
J u n e 
4. 
194G, 
a n d 
who were not registered In 1944. 
or if registered did not vote 
a t 
e i t h e r of 
t h e elections of 
t h a t 
year, 
m u s t 
re-register 
before 
April 23, 194G. 


All p e r s o n s who h a v e c h a n g e d 
their 
precinct 
residence 
s i n c e 
regLsterin;, in 1944 m u s t 
re-reg.- 
l.stcr before April 25, 1940, in o r ­ 
der to vote at t h e Direct 
P r i m ­ 
ary Election of J u n e 4, 194G 


H. M. B U R K E , 
39-lc 
C o u n t y Clerk 


NOTICE TO 
OIU.DITORS 


All 
p e r s o n s 
h a v i n g 
c l a i m s 
a g a i n s t 
WILLIAM 
F I N N E . 
d e ­ 
ceased, 
a r c 
hereby 
required 
to 
file 
t h e m , 
with 
t h e 
n e c e s s a r y 
vouchers, 
in 
t h e 
office 
of 
t h e 
Clerk of 
t h e 
S u p e r i o r C o u r t 
of 
the S t a l e of California, 
in 
a n d 
for t h e C o u n t y of M e n d o c i n o , a t 
Ukiah. California, or to 
p r e s e n t 
t h e m , with t h e neces.sary v o u c h ­ 


ers, 
to t h e u n d e r s i g n e d 
e x e c u t o r 
of t h e last will of said d e c e d e n t , 
at 
t h e 
offices 
of 
MANNON 
& 
BRAZIER, a t Ukiah, 
California, 
all w i t h i n six m o n t h s a f t e r 
t h e 
16lh day of J a n u a r y , 194G. 


C H A R L E S M. MANNON. 
A.s E x e c u t o r of t h e l a s t 
will of 
said 
d e c e d e n t , 
IRVING M. B R A Z I E R , 
Attorney for Executor. 
First p u b l i c a t i o n in U k i a h Re* 
publican Press J a n . 18, 1940. 


37-10 


NOTICE TO 
CREDITORS 


In 
the 
S u p e r i o r C o u r t 
of 
t h a 
S t a t e of California, in a n d 
for 
t h e C o u n t y of 
M e n d o c i n o . 


In t h e M a t t e r of t h e E s t a t e of 
Henry 
F r a n c i s 
S m i t h , 
also 
k n o w n a.s H e n r y F. S m i t h , D e ­ 
ceased 
Notice is h e r e b y given by 
t h e 
u n d e r s i g n e d 
a d m i n i s t r a t o r 
of . 
the 
estate 
of 
H e n r y 
F r a n c i s 
S m i t h , also k n o w n a s H e n r y 
F. 
S m i t h , deceased, to t h e c r e d i t o r s 
it a n d all p e r s o n s h a v i n g 
claims 
agniiv.t 
.said 
d e c e d e n t 
to 
file 
t h e m v>ilh t h e neces.sary 
v o u c h ­ 
ers within six m o n t h s a f t e r 
t h e 
lir-'t 
publication 
of 
this 
notice, 
in t h e oftice of t h e Clerk of t h e 
a b o v e - n a m e d Court, or to exhibit 
llieni with t h e necessary 
v o u c h ­ 


ers 
within six m o n t h s a f t e r 
t h e 
d a t e ol 
the 
first 
publication 
of 
;iii.s notice, to .said 
a d m i n i s t r a ­ 
tor at 
i he office of 11. L. P r e s ­ 
ton, in t h e Preston Building, a t 
Ukiah. 
California, 
w h i c h 
s a i d 


las: 
n a m e d place t h e u n d e r s i g n ­ 
ed a d m i n i s t r a t o r 
selects a s 
t h o 
place of bu.slne>-.s in all 
m a t t e r s 
a p p e r t a i n i n g 
to 
or 
c o n n e c t e d 
with 
I lie said 
e s t a t e 
of 
H e n r y 
Francis 
S m i t h , 
also 
k n o w n 
an 
Henry 
F 
S m i t h , 
deceased. 


F R A N K ELMER S M I T H , 
A d m i n i s t r a t o r of t h e E s ­ 
t a t e 
ol 
H e n r y 
F r a n c i s 
S m i t h , 
also 
k n o w n 
a s 
Henrv F S m i t h , d e c e a s ­ 
ed 


11. I.. PRESTON. 
Attorney for A d m i n i s t r a t o r 
Preston Building 
Ukiah, 
California. 
First publication in Ukiah Re-, 
publican Press, J a n . 30, H)4(i. 


39-4C 


NOTICE TO STO( K I I O l ' ) E R S 


T h e 
a n n u a l 
m e e t i n g 
of 
T h e 
S t o c k h o l d e r s of T h e Ukiali 
F a r ­ 
m e r s ' Club. Inc., will be held S a t ­ 
u r d a y a f t e r n o o n 
at 2 p . m . F e b ­ 
r u a r y 
9th. 
1940, in 
t h e 
C a n t o n 
Room 
of 
T h e 
P a l a c e 
Hotel 
a t 
Ukiah. 


T h e purpose of t h e m e e t i n g is 
to elert a Board of Directors a n d 
to t r a n s a c t s u c h o t h e r 
business 
as may be p r e s e n t e d to t h e .stock-, 
holders a t t h a i time. 


L. E. Crawford. P r e s i d e n t 
39-2c 
L. L. Hooper, S e c r e t a r y 


NOTICE TO 
( i t E D I T O R S 


All 
p e r s o n s 
h a v i n g 
claims 
a g a i n s t 
J o s e p h 
B. Qulnby, 
d e ­ 
ceased, are directed to file t h e m 
with t h e necessary v o u c h e r s , a n d 
within six m o n t h s a f t e r tho first, 
publication 
of t h i s notice 
w i l . l v 
the Clerk of t h e S u p e r i o r 
Court, 
of t h e S t a t e of California, in a n d 
for the C o u n t y of M e n d o c i n o , or 
with 
t h e 
u n d e r s i g n e d 
adminis-s 
t r a t o r a t t h e office of H a l e M c - 
Cowen, Mlnettl Building, 
U k i a h , 
County 
of 
M e n d o c i n o , S t a t e 
of 
California. 


D. 
C. S m i t h , 
A d m i n i s t r a t o r of sald- 
E s t a t c . 


HALE M c C O W E N 
A t t o r n e y for A d m i n i s t r a t o r . 
First publication In U k i a h R e ­ 
publican Press, J a n . 23, 10to. 


38-4e 


Urination 
of sale by t h e 
C o u r t 


a n d 
delivery of 
deed. 
D a t e d F e b r u a r y 1. 1940. 
W i l l INKY 11. R E D E M E Y E R , 
A d m i n i s t r a t o r of aold 
E s t a t e . 
First, publication in Ukiah R e ­ 
publican 
I*!' 
Feb, 4, 194G. 
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SEEMS WORST 
OF BARRIERS 


Little Difference In 
Demand And Offer 
Between Parties 


PICKETING STILL ON 


Company Insists On 
Freedom To Work 
Mill Policy 


(Carried from Pag« One) 


deducted from pay when work 
resumes. 
To date th,c average 
worker has lost $500 In pay, but 
ho Is described as unconcerned. 
If his Wages are Increased 15 
cents ah hour, he will earn an 
additional $300 in the first year, 
working 40 hours a week. There 
has been no strike-breaking be­ 
cause 
friass 
picketing 
barring 
workers from plants—Illegal but 
condoned'by local officials with 
an eye to the CIO vote - - has 
made such an attempt Imposs­ 
ible. Trie Gerieral M6tors strike 
has resdlved' into an economic 
argument, with credit' 'replacing 
cash lost through unemployment. 
Eventually the cost will be paid 
by strikers'"whcii "woA Is re­ 
sumed 
and 
accumulated 
bills 
must be met." 


To Pipe Gas. 


R. H. Small, local butane gas 
dealer,' has"beerv granted a fran­ 
chise to lay pipes within the city 
limits for the purpose of dis­ 
tributing gas to local residents. 
A survey has been made of the 
residential' and blisIn'eSS district 
a h d h b has' enough prospective 
lUstomerS to make the venture 
a success. 
Piped' gas will be a 
reality as soon as labor and sup­ 
plies enh be obtained: 


' ' 
To Still Operate. 


The' 
Noyo Reserve Unit of the 
V. S. Coast Guard ha.s been vrry 
highly complimented by head­ 
quarter^.'" The Flotilla Is made 
up of 25 Noyo boats and ha.s been 
active during the war years. The 
local unit will not be disbanded, 
but will remain intact and be a 
peace time organization. 


Funeral Held Wednesday. 


Funeral mass was held at the 
Catholic 
church 
Wednesday 
morning for the iate Mrs. Mary 
Cooney. who died at her home 
following a heart attack. 
Mrs. 
Cooney, had been ill some time 
and recently was discharged from 
the hospital. She was the widow 
of the late Joaquin Cooney, of 
Fort Bragg. 


To Study Radar. 


Etalio Sanini returned to his 
home in Elk last week from Chi­ 
cago for a dhort visit with his 
parents and will go to San Fran­ 
cisco where he will enter a radio 
school' under 
the GI Bill of 
Rights; Ho intends to be an air­ 
plane pilot- 


" Open Longer Hours. 


Among 
innovations 
at 
the 
Community Club it will be "open 
from 
1 9 a. m. until midnight Sat­ 
urday nights, for'the benefit of 
rhlldren and to keep them off 
;h'6' streets. The kitchen is also 
being renovated and has added 
a new stove and other necessary 
kitchen articles. 


vGcis National Approval. 
Redwood Coast Hospital was 
one of the 3,181 hospitals In the 
nation recently surveyed and is 
one of the approved hospitals. 
This 
1 is ti'grcat'honor for a place 
of this sl.w. 


Louis and Alice Baronl have 
gone to Berkeley where both »:ave 
secured positions. 


Coasters Married. 


A marriage license whs issued 
at Reno last week .to Aivil y\. 
Slapll and Olga J. Svcrko, both 
of Fort Bragg. 


is Working Here. 


Glho Galli has received a dls- 
Chargd front an Airborne Dlv'l- 
sldiv In ttte'Soilth Pacific and re- 
suhic'd'hSs old,job at the G. Gl- 
a'icflhl Dry Clo'ahlng 
establish­ 
ment.'' 


"It's A Boy. • ' 
' 
A son; was "born Mr. and Mrs. 
James Borham at Redwood Coast 
Hospital and named James Rob­ 
ert. - 


To Itcsidc llorc. 


Miss Isobcl Wright hu-s return­ 
ed to Fort Bragg to live, folldw- 
lng three and a half years with 
the Pacific Gas & Electric Com­ 
pany In San Francisco. 


Mrs. 
'prvllle Phillips, has re 
turned, from a trip to San Fran­ 
cisco.' "•>-]•'•> 
, 
( Mn.andiMr's. Harry Sannaivand 
children, of Alameda, visited Mrs. 
Sannar's parents, Mr. and Mrs. 
Jfrtihes 'Cleary. 
'! « 
Building Remodeled. 


Ralph Sutherland, who recent­ 
ly purchased the old Coast Lines 
Stages bulldjng, has had it re­ 
modeled' and will soon display a 
Jlno of new oars, 


Mr. and Mrs. Harry Burrows, 
operating the Shoreline Nursery 
north Qf'.kown, have opened a re­ 
tail store. In Fort Bragg. 


M.r. and Mrs, W. Anderson have 
solcjl (their jiome and moved to 
Plqrcy. ' :. 
,. 
> 


Mr. and Mrs. Ben Rcumann are 
here from Colorado Springs, vis­ 
iting? at the Alton Racine home. 


•'William F'reitas came up from 
Sim. Francisco last week for a 


CAPT. R. B. TOLLER 


ASSUMES NEW POSITION 


Captain and Mrs. R. B. Toller 
and family havs moved to Stock­ 
ton, where Dr. Toller has been 
named to become Superintendent 
Of the State Hospital. 
Captain 
Toller is Just released from-ser­ 
vice. The fpmlly was highly re­ 
garded hcr« and Captain, and 
Mrs. 
Toller go to Sts^ckton with 
the hope of almost everyone here 
their life in the new home may 
be everything they would desire 
It. 


visit with his parents. 


Drove While Drinking. 


The City Police arrested Clar­ 
ence DeCamp, of Los Angeles as 
he drove his cur off Main street 
into the side of Oak street. 
He 
was placed in the City Jail and 
taken before Judge Gllderslecvc. 
He pleaded guilty to a drunk- 
drlvlng charge and was fined $60 
and his license suspended for 
30 days. 
Traffic Officer Stlne- 
hoff arrested Francis Blbby and 
charged him with driving while 
under the influence of liquor. 
Mr. Blbby appeared before Judge 
Gildersleeve, pleaded guilty and 
was fined $50. Hi? license, too, 
was suspended for a period of 
30 days. 


Bought Stoddard Home. 


Mr,' and 
Mrs. Peter 
Garblnl 
have purchased and taken pos­ 
session of the home of Mrs. 
Josle Stoddtrd. 
Mr Garblnl Is 
employed as a machinist at a 
local garage. 


Ends Furlough. 


William Burton, Jr., who ha.s 
been here on a 30-day furlough 
visiting his parents, has return­ 
ed to Camp Shoemaker. He has 
seen three years' service in the 
Navy. 


Out Of Service. 


Robert >N. Johnson, Jr., Navy 
radar man has received his dis­ 
charge and was here with his 
wife and children visiting at the 
home of his parents. 


Home On Visit, 
Corporal Robert T. Cleary has 
received his- discharge and is 
here visiting his parents, Mr. 
and Mrs. James Cleary. He was 
in 
the 
transport 
service 
and 
wears several decorations. 


Mr. and Mrs. Frascr Murray 
have returned from a week's visit 
with 
their 
daughter 
in 
San 
Francisco. 


May Live On Coast. 
Mr. and Mrs. James Catlett, of 
Williams and Mr. and Mrs. H. L. 
Mayberry, of Colusa, were here 
last week visiting friends. Both 
men are retired 
policemen of 
Sacramento and they came here 
with the intention of finding a 
location for their future home. 
Gave Benefit Dance. 
The Lions Club sponsored a 
dance Saturday 
night for the 
benefit of the March of Dimes 
and added a nice sum to that 
worthy cause. 


Mrs. 
Ina 
Ball 
ha.s 
returned 
from an extended visit with her 
daughter and family at Burbank. 
Helped Good Causes. 
Veterans of Foreign Wars in­ 
itiated 10 more members at the 
meeting last week. 
The Veter­ 
ans have also donated the paint 
and'paid for the labor of doing 
necessary painting at The Com­ 
munity Club and donated $10 to 
the March of Dimes drive. 


Mrs. George Stone has returned 
from a 10 days' visit with friends 
in San Francisco. 
Attended Brother's Funeral. 
Mr. and Mrs. William Parks 
and daughter, Mrs. R. D. Koepe 
and son went to Eureka to at­ 
tend the funeral of Mr. Parks' 
brother, Walter Parks, who was 
killed in a t r w k accident. 
On Sick Call. 
Mrs. 
Perley Berringer was call­ 
ed to San Francisco by the ser­ 
ious 
illness of 
her 
grandson, 
Larry Hanni.sh. 


Honored By Dinner. 
Mrs. 
Susan Saunders celebrat­ 
ed her eighty-ninth anniversary 
last week. 
Mrs. Saunders was 
guest of honor at a dinner held 
at the home of hor daughter. 
Mrs. 
Anner Mehtlan, at which a 
large .number of relatives and 
friends were in attendance. 


Mr. and Mrs. Thos. O'Bayley 
came here from San Francisco 
to attend the Past Commander's 
night at celebration of SeqUoia 
Post No. 000. 
Mr. O'Bayley Is 
Past 
Commander 
of 
sequoia 
Post and Past District Comman­ 
der of the First District. 
Mrs. 
O'Bayley was entertained by a 
group of former 
friends 
while 
her husband was attending Le­ 
gion ceremonies. 


Have 30-Day Leave. 
Richard Madison, Henry Ileit- 
meyer and William Kostick, of 
the 
Merchant Marino 
Service, 
are home on 30 days' leave. They 
like their work and say the food 
is excellent. 


Mrs. 
Malinberg Passes, 
Funeral .services for the late 
Mrs. 
Anna Malmberg were held 
at the Funeral Hume with Mrs. 
Irene Carlson and Mrs. A. Nlcml, 
Christian Scientists, reading the 
service. 
Deceased died at her 
home following an Illness of sev­ 
eral weeks, she was born in Fin­ 
land In 1877 and had resided In 
Fort Bragg 52 years. Mrs. Malm- 
berg Is survived by her husband, 
two daughters and one son. 
Had An Operation. 
Peter 
Clro has 
returned 
to 
Comptche following a major op­ 
eration at Redwood Coast hos­ 
pital. 


New Arrivals Married. 
Miss Ada Ryan and Edward 


LOCAL M A N WENT TO 


CONSULT A DOCTOR 


Mr. and Mrs. William Steward 
went to San Francisco 
Friday 
where Mr. Steward consulted a 
specialist, who a few weeks ago, 
performed an operation on Mr. 
Steward. 
The trip was made 
with the. idea of getting a check­ 
up on his physical condition. 


Ernest Hill were married at the 
Presbyterian church by Rev. J. 
L. Kent. 
Both bride and groom 
arc recent arrivals In Fort Bragg 
The bride came here from New 
York and the groom from Mich­ 
igan. He was recently discharg­ 
ed from the armed service and 
Is now employed at a local gar­ 
age. 
A wedding 
dinner 
was 
served a t the home of the bride's 
parents following the ceremony. 
Accident Victim Buried'. 
Funeral services for the late 
Edward Cooper were held at the 
Funeral Home last week. 
Mr. 
Cooper was killed in an auto ac­ 
cident a t the Alder Creek bridge. 
He was a native of North Caro­ 
lina, DO years of age. Mr. Coop­ 
er was a recent arrival and was 
foreman 
for the Empire Red­ 
wood Company. He leaves a v. i- 
ow, three sons and two i . u i n ­ 
ters, all of whom reside in the 
east. 


Goes To St. Helena. 


Andrew Hansen has moved to 


SUPERVISOR THOMPSON 


VISITOR IN THE CITY 


R. A. Thompson, who for years 
has been a supervisor in Marin 
county, was In Uklah 
several 
days last week. 
Mr. Thompson 
Is one of the leading residents of 
Marin county 
and for 
several 
years served a term as a direc­ 
tor of the Golden Gate bridge 
district. 
Supervisor 
Thompson 
is the representative of a large 
road machinery .building corpo­ 
ration and business in that linfc 
brought him to Uklah. 


St. Helena with the intention of 
making that place his home. He 
will live with his nephew on the 
latter's ranch. 


Much Sickness Reported. 


Reports from the southcoast 
state many pupils in the schools 
are confined to their homes by 
Influenza and colds 
and the 
same holds good for their elders. 
In City Hospital. 


Leonard McMlllen, son of Mr. 
and Mrs. Ralph 
McMlllen, of 
Point Arena, has been taken to 
St. Joseph's Hospital, San Fran­ 
cisco, for an ear operation. 
It's A Boy. 


A son was born to Mr. and Mrs\ 
Edgar Lpba,ek, of Point Arena, 
at Redwood Coast Hospital. 
1 


If you fall to read The RepublJ 
can Press you will not get all «T 
the news of Mendocino county. 


| Continuous Sunday — Doors Open 6:45 Week Nights 


SUNDAY MONDAY TUESDAY 


February 
1 0 - 1 1 - 1 2 


FOR THREE GRAND DAYS 


'9 


SamuelGoldwy*, 


/ y 
Who gave you 
) 
l 


f "The Pride Of The Yankees? 
Princess And The Piratey 
*Up in Arms 


brings you 


Wonderful Music 


That's Twice as Good in 
Luscious Technicolor! 
Danny Hoy e 


The Broadway Sensation in ( 


MAN" 


Coined)/ 


VIRGINIA MAYO-VERA-ELLEN 


DONALD WOODS • S.Z.SAKALL 


AHon JenVoS • Edwjfd B'ophy 
Otto Kruqef • Steve 


Cochran 
Viigmio GHmo'e »id TH£ GOlDWfM 


Directed by £?ruco Hwm'jersione 


a<l*snd itirauyh *KO lADtQ N C t U K i , 
INC. 


I 
Also For Your Added Enjoyment! 


UNRA REPORTS TO THE NATION 


COLOR CARTOON 
LATEST NEWS 


MEETING SATURDAY 


BROUGHT M A N Y FORTH 


A great audience was present 
at the initial Youth For Christ 
rally which was held in the so­ 
cial hall of the Methodist church 
Saturday evening. 
Extra chairs 
had to be brought into the so­ 
cial hall to accommodate 
the 
throng. 
Dr. Fred Jarvls capti­ 
vated his audience by his Clever 
feats of magic, rind his inspiring 
message. The young people en­ 
tered 
into the 
"Singspiration" 
period 
with 
enthusiasm under 
the direction of Rev. Jack Edgar. 
The next big rally will be held 
Saturday evening, March 2. 


A NEW TELEPHONE C O . 
AGENT AT PT. ARENA 


Mrs. 
M. Sslls, of Hopland, took 
over the telephone offlcs as man­ 
ager at Point Arena this week. 
Mrs. 
Sells worked for the com­ 
pany in Hopland and her hus­ 
band has been transferred 
to 
the state highway work at Point 
Arena. . 


HOLD DANCE AT ELK 


ST. 
PATRICK'S DAY 


A meeting was held Tuesday 
afternoon at the home of Mrs. 
C. J. Buchanan at Elk to make 
arrangements and prepare for 
the St. Patrick's dance, the an­ 
nual affair held here for the past 
00'years; March 16 is the. date.. 


J. Elmo Carr and daughter, 
Marjorle, of Del Paso-Heights, 
Sacramento, were here Monday 
to attend funeral 
services for 
Mr. Carr's mother, Mrs. Harry 
Carr. 


DRIVE OVER 


* 
The appeal for clothing for 


* the distressed of Europe h a s 
* ended, but clothing is still 
* coming in. 
It is desirable 


* no more offerings at this 
* time be made, as there is no 
* place to send them, suice 
* what was gathered has been 
* shipped away. 


Father Roger Anderson was in 
San Francisco several days lost 
week. 


FRIDAY & SATURDAY 


February 8 - 9 


• 
CONTINUOUS SHOWS 
^ 
EVERY SATURDAY 
^ 


Doors Open Saturday 1:15 — Friday at 6:43 


Two Entertainment 
- Packed 
Treats 


ACTION' FUN! ROMANCE! 


THE 
SCREEN'S 


NEWEST SCREAM- 


T E A M . . . busting 


a laff-me'er wide 
open with their 
howl-n- 


Ma? 


ALBERT DEKKER • WILLIE BEST 


PLUS 
THIS MUSICAL 
FUN 
SHOW 


FOR 
YOUR 
ADDED 
ENJOYMENT 


COLOR CARTOON 
- 
LATEST NEWS 


Second Chapter, "MANHUNT OF MYSTERY ISLAND" 


Serial Saturday Matinee Only 


VETERANS WILL HOLD 


STAG FEED TONIGHT 


Veterans make a note of this 
date, February 0. It falls on a 
Wednesday 
(tonight). 
At 0:45 
Terry Sandclin and his' commit­ 
tee will be expecting a full house 
at Veteran'.? Memorial Building 
on Seminary avenue and will 
serve a bang-up dinner to veter­ 
ans of every creed and color. 
Non-member veterans of World 
War 2 eat at expense of Lewis 
White 
Post, American 
Legion. 
District Commander, Percy Hel- 
gestad, and his Adjutant, Jimmy 
Jcnson, 
of 
Humboldt 
county, 
have promised to be there but 
not as guests of honor. 
Veterans 
of World War 2 are always guests 
of honor at meetings of Lewis 
White Post No. 76. The Post aims 
to sponsor a crack band and 
other ambitious plans for com­ 
munity 
betterment 
are 
under 
consideration. 
Commander Don 
Alexander 
and 
his' Executive 
Committee 
arc 
racking 
their 
brains to provide ideas to enliv­ 
en meetings, furnish entertain­ 
ment at meetings and during the 
week. 
The American 
Legion 
meeting hall should be the most 
popular place lri town. 


A SCHOOL WRECKER 


VANDAL ARRESTED 


BUY SANTA ROSA HOME 
Mr. and Mrs. Raymond Copsey 
were guests of The Hotel Cecille 
several days last week from Ban- 
ta Rosa. 
Since leaving Ukiah 
Mr. 
Copsey 
has purchased 
a 
home in Santa Rosa. 
Gas Gas All Time 


Mrs. JAB. Killer ettye: "Gna on inyatom- 
ach wna BO bod 1 couldn't cnt or alcop. I'na 
cvon Bpomod to prcsa on my lirart. Aille- 
rlka brouxht mo quick relief. Now, I eat 
— . ...... 
- . — ij„ c 
. . . 


Edward L 
DeLaney, 
former 
McNeill I-iland Inmate, was ar­ 
rested by Sonoma county offi- 
ccts for wrecking and robbing 
the Mendocino grade and gram­ 
mar schco's. 
At the grammar 
school not much was missing but 
at high school an attempt .was 
made to open the safe In the 
principal's office, in which was 
deposited 
some 
cash 
receipts"^ 
from the benefit show put m by 
the students. 
Crude Implements 
were used. 
The locks on the 
girls' lockers were cut off and 
the kitchen downstairs was brok­ 
en Into. 
A pan of jelio which 
had been prepared for the fol­ 
lowing day was partly eaten. So­ 
noma officers will turn the pris­ 
oner over to Spokane, where he 
is wanted for the robbery of a 
theatre. 


n« I wish, siren 
never felt In 


A D L E R I K A 


TAKING DOWN HOUSES 


B. A. Olds was a business visit­ 
or to Uklah from Elk Tuesday. 
Mr. Olds has taken down many 
houses in Elk and other town.i 
along the coast and is a busy 
man. 


Try This New Amazing 


COUCH MIXTBR 
Fast Working—*Triple Acting 
You 
Feel the Effect Instantly 


The King 
of 
nil cough 
medicines 
for 
coughs 
or 
bronchial 
irritations 
resulting 
from colds In cold wintry Canada is 
tturk- 
ley'a "CANADIOL" Mixture—Fast Work- 
jnp, triple .'ictfnK Bucklcy'n Mixture quk-kly 
loosens and raises phlepm lodged in Ihn 
tubes —clears air passages—soothes rapped 
raw 
tisBues, one or two flips and wor.it 
coughing spasm cases. 
You get results fast. 


Compounded 
from rare Canadian Pine- 
Balsam and other soothing healing ingre­ 
dients Buckley's "CANADIOL" Mixture 1» 
different from anything you ever tried. r»et 
a 
bottlu today ut an; 
good drug store. 


Doors Open 6:45 on Week Nights 
RIGHT MOW! 


TWO GRAND TREATS! 


ENDS THURSDAY, FEBRUARY 7th 


PLUS THIS GAY COMPANION 
HIT! 


MUSICALflrtOMENTS Of MADNESS,,/. W»tft ., 
y * CAREFREE COMEDY... RIOTOUS ROMANCE 1 


Also: 
March of Time 
News 


i 


